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N_ presenting this new issue of our Catalogue we take 
occasion to offer hearty thanks to our many friends who 
have so steadfastly favored us with their patronage, and to 
assure them that we will do our utmost to continue to serve 
them in accordance with the standards that have held through 
four generations. 


For upward of ninety years the names of Whirall and Tatum 
have been well and favorably known in connection with the 
manufacture of Glass Bottles, and although nearly a century 
has elapsed, the management and control of the Company 
remain in the hands of descendants of the original founders, 
and the policy of fair dealing and maintenance of high stan- 
dards of excellence in quality and workmanship for which its 
predecessors were noted is still cherished. 


It is our aim to offer goods that can be depended on to give 
full satisfaction and we are pleased to be able to recommend 
with confidence the lines shown herein. 


PRICES 


In compiling this catalogue we show only those lines which 
are regularly carried in stock for prompt delivery service. 


Prices and discounts are published in a separate list, copy of 
which will be furnished on application. 


TERMS 


Payments in funds at par in New York or Philadelphia. 


In order to facilitate prompt shipments, first orders from those 
who are not rated by the Mercantile Agencies should be 
accompanied by references. 


We pack carefully, and ship goods in a merchantable con- 
dition, and our responsibility ceases with the signing of the 
Shipping Receipt. Claims for missing packages, overcharges 
in freight, or unusual breakage should be made to the trans- 
portation companies. 


Our Traffic Department will cheerfully furnish all needed 
assistance in adjusting such claims. 


SPECIAL DESIGN BOTTLES 


A large part of our business is the manufac- 


ture of ware for customers who desire bottles of special 


shape, size, or finish. 


Our extensive equipment of modern bottle 
blowing machines enables us to promptly execute orders 
for such special bottles in Flint, Green or Amber Glass. 


Ample mould-making facilities are included 
in our factories, and the necessary moulds are turned out 
under the skilled supervision of our own workmen, thus 
insuring moulds that are correct for the production of strong, 
accurate and distinctive bottles. 


We solicit your inquiries. 
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WHITALL TATUM CoO. MACHINE MADE FLINT GLASSWARE 


Graduated 
Corked 


Made of superior quality Flint Glass, in modern plants, 
Whitall Tatum Bottles are uniform in size and color and 
are free from imperfections. Careful hand inspection is 
given the finished product before it is packed. 


For cleanliness and convenience in handling, these bottles 
are packed in cartons in quantities as stated below. Several 
cartons are then packed in wood crates so that individual 
cartons can be easily removed. 


Graduated Bottles are fitted with Circle C Corks, Extra Long, 
and sold only in Crate Lots 


Packed in cartons 


In carton In wood crate 


PALOUNCO Me et tr Gicozen eerie tr 72 dozen 
mOUnGe sire ere Gum COZEN ener terns 72 dozen 
DEOUUCEH a mise (5 CWA 5-5, 540055 60 dozen 
BOUNCE sae iris) AS GOZEN eo sein 48 dozen 
ATOUN CO ree erin. a2 Beedozeniee cine. 36 dozen 
Gtouncelmrrr cae GeecOzenvecnteitere 30 dozen 
SrOUNCE nee ORME CLOZEN Ter cietes vahes 24 dozen 

ADIOUNCEy pe saisrer ss DP dOZeN yaad are 18 dozen 

WAC, Sabena ae IBA Glenn ane sho 12 dozen 

BOVOUNCE 2 enc ricie I COZEN ox tesee 8 dozen 


Also packed in Corrugated Paper Shipping Cartons 


For prescription bottles sold in less than crate lots see page 20 


SEE WHAT YOU puy W/BuY IN GLASS 


WHITALL TATUM CO. MACHINE MADE FLINT GLASSWARE 


NOV 9 1994 3%} 


<< 
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Plain é a {ue Bo Graduated 
Screw Capped 7 / : i} Screw Capped 


These bottles are made in two styles, plain and graduated, 
of the usual high quality Flint Glass. They are fitted 
with lacquered screw caps which are composition cork 
lined. The caps effectively seal the contents and are an 
added convenience to your customers. 


Packed in cartons 


Graduated Screw Capped are sold only in Crate Lots 


In carton In wood crate 

Y% ounce dozen 72 dozen 
1 ounce ie dozen ...72 dozen 
2 ounce dozen 60 dozen 
3 ounce dozen 48 dozen 
4 ounce ‘ dozen 36 dozen 
6 ounce. dozen 30 dozen 
8 ounce SS (dOzeni seat 24 dozen 
U2kounCe ats aa tet 18 dozen 
UGTOUNCE Meni mar iter na LOZED mera rraterte 12 dozen 
32 ounce dozen 8 dozen 


Also packed in Corrugated Paper Shipping Cartons 


For prescription bottles sold in less than crate lots see page 20 


SEE WHAT YOU Buy W/BuY IN GLASS 


WHITALL TATUM CoO. MACHINE MADE FLINT GLASSWARE 


PRACTICAL PRESCRIPTIONS 


Plain—Not Corked Plain—Screw Capped 
Graduated—Not Corked Graduated—Screw Capped 
Graduated—Corked 


Packed in Corrugated Paper Shipping Cartons 


For your convenience, the above styles of W. T. Co. Practical 
Prescription Bottles, described on pages 8 and 9, are also 
supplied in the small size, Corrugated Paper Shipping Cartons. 


The quantities contained in these packages, as well as the ap- 

, P 
proximate shipping weights, are given in the list below. Inner 
cartons of same sizes as in the wood crates. 


Order as “‘C. P. Cartons” 


Size OR en Sparosiaare sweet 
TR COUN Sir rae ee 24 dozen 22 Ibs. 
WROUDCES tones eneeee o 24 dozen 35 lbs. 
DAOUMGE ME. isesesey ee uansscoae 24 dozen 60 lbs. 
BIOUNCCAp Eee inlets 12 dozen 40 lbs. 
ALOUNCC Honan os atch es 12 dozen 48 lbs. 
GrounGe ter ein ce ets 6 dozen 31 Ibs. 
RHOUD CE pi atinn aicinee . 6 dozen 39 lbs. 
W2FOUN Cera ee eoererer esos sine 4 dozen 38 lbs. 
WO GWE Aigo aces etiaree 3 dozen 35 Ibs. 
BOON Coser ese inte: sckoses 2 dozen 42 lbs. 


To avoid the possibility of excess freight or cartage charges, customers should 
order a sufficient number of cartons to insure having a shipping weight of 100 lbs. 
or more. Shipments may be made up of any assortment of sizes. 


SEE WHAT YOU suy W/euy IN GLASS 
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WHITALL TATUM CO. 


Round 


Narrow Mouth 


In wood crates 

1 ounce. .72 dozen 
2 ounce. .60 dozen 
3 ounce. .48 dozen 
4 ounce. .36 dozen 
6 ounce. .30 dozen 
8 ounce. .24 dozen 
16 ounce. .12 dozen 
32 ounce.. 8 dozen 


French Squares 
Narrow Mouth 


Asubstantial, well-shaped 
bottle with a medium 
length of neck. Preferred 
by many of our custom- 
ers for their fine appear- 
ance and for economy in 
packing, as they require 
smaller boxes than round 
or oval bottles of like 
capacities. 


In wood crates 


WA RINGS = «asics 72 dozen 
2 


..72 dozen 
..72 dozen 
.60 dozen 
_.48 dozen 
....36 dozen 
6 ounce...... .30 dozen 
8 ounce...... .24 dozen 
16 ounce.......12 dozen 
32 ounce 8 dozen 


% ounce... 
1 ounce.. . 
2 ounce:...- 
3 ounce... . 
4 ounce.. 


MACHINE MADE FLINT GLASSWARE 


Round 


Wide Mouth 


In wood crates 

¥% ounce. .72 dozen 
1 ounce. .72 dozen 
2 ounce. .60 dozen 
3 ounce. .48 dozen 
4 ounce. .36 dozen 
6 ounce. .30 dozen 
8 ounce. .24 dozen 
12 ounce. .12 dozen 
16 ounce. .12 dozen 
32 ounce... 6 dozen 


B French Squares 
Medium Wide Mouth 


A strong, compact bottle with 
medium wide mouth and slop- 
ing shoulders, so that it may 
be easily filled or emptied. A 
convenient package for pills 
and small tablets, as well as for 
liquids. 

In wood crates 
Biqouncesrene eee 72 dozen 
BY ounce. . 72 dozen 
Be ounces. ..72 dozen 


For French Squares made in dm- 
ber Glass see page 16 


For items shown on this page 
which are sold in less than crate lots 
see page 20 


SEE WHAT YOU Buy \W/Buy IN GLASS 


MACHINE MADE FLINT GLASSWARE 


WHITALL TATUM CO. 


Favorite Ovals Ball Neck Panel 


Large appearing, oval bot- 
tles, paneled on one side, 


Paneled on two sides 


with ample space for label. L 
Flavoring Extracts, Castor 
Oil, Paregoric, and similar 


household essentials. 
Sold only in Crate Lots 


Sold only in Crate Lots 


In wood crate 


Suitable for dispensing Very large looking (7 i 


6% dram..........72 dozen | 

I AROUNCE mien er oye 60 dozen In wood crate i j 
24% ounce..........36 dozen 6idrani eee ee eee 48 dozen 

BM OUNGCE es iki verte 30 dozen id \I 


Hand Lotion Bottles 


With Aluminum Screw Caps 
Waxed Pulp-Board Liners 


Attractive, large looking paneled 
bottles, especially adapted for Hand 
and Face Lotions, Cough Syrups, 
eres 


Sold only in Crate Lots 


In wood crate 


SMMKOUNGCC Mba cine euerd ata 24 dozen 
AD AROUND COME rey wel ric thea aoe 24 dozen 


~ 


“- 
4% Ounce 


Short Blake 


Narrow Mouth 
Sold only in Crate Lots 


Tall Blake 


Short Neck 
Narrow Mouth 


In wood crate 


WY ounce..... 120 dozen 


Sold only in Crate Lots 
Flat Head Elongated 
Glass Stoppers, fitted 
Res with shell corks, can 
ae ea ge be furnished with 
ALOUNCC isle c/s 36 dozen Bee et a ae add: 


SEE WHAT YOU Buy W/suy IN GLASS 
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WHITALL TATUM CO. MACHINE MADE FLINT GLASSWARE 


Citrate of Magnesia Bottles 
12 Ounce Rounded Bottom 


The art of producing a Citrate of Magnesia Bottle built to resist the strain 
put upon it has been developed by us to the highest degree. 

In common with all other bottles made by us, they will be found superior in 
finish, uniformity of thickness and strength. 


— 


Crown Seal No. 5 Stopper 


One gross in wood crate 


Finished for Crown Seal, Bottles only. 
Fitted with No. 5 Glass Stopper, Complete. 
Fitted with Metal Screw Cap, Complete. 


Crown Seals supplied at a small additional price 


Screw-Capped Tablet Bottles 


With Aluminum Caps 


The mouths of these bot- The bottles are packed In 
tles are arranged to admit bulk, the caps not being 
tablets not over +$ inch fitted on the ware. 

in diameter. In wood crate 


No. 4 % ounce..60 dozen 


For items shown on this page which are sold in less than crate lots see page 20 


SEE WHAT YOU Buy W/BuY IN GLASS 


WHITALL TATUM CoO. MACHINE MADE FLINT GLASSWARE 


Nursinc BorTrt.Les 


UR Nursing Bottles and Sterilizer Bottles are especially made to stand the hard usage to 
which such articles are subjected. They are of just the right weights, not so thin as to break 
easily when dropped, and not so thick as to be liable to crack when exposed to heat or cold. 
The glass is made of materials which insure the greatest strength and toughness, and is evenly 
distributed to avoid strain from unequal expansion or contraction. Every bottle is thoroughly 
annealed, so that it becomes as little liable to crack as an article made of glass can be, and is 
likely to last a long time even under the most unfair treatment. They are made with sloping 


shoulders, and are rounded inside, without corners, so that they can easily be cleaned. The 
mouths and lips are carefully finished, to secure smoothness, regularity, and correct size and 
conformation. 


The graduations blown in the glass are formed by the moulds and so cannot be depended on for 
accuracy. They are accurate enough for the purpose. 


The Ovale Nurser 


GRADUATED 


Fuiint Grass. 


The Ovale—the leader in the Nursing Bottle line—has no corners, so that it 
is easy to clean, and will not roll. Convenient for baby to grasp. Its many 
good features recommend it to all who have experience with it. While not 
indestructible, it stands up under much abuse and unreasonable treat 
ment, and its lasting qualities are such that its use saves both trouble and 
expense. 

The Ovale is also well adapted for use as a Sterilizer Bottle, its careful 
annealing and even distribution of glass obviating, as far as is possible, 
the danger of its cracking when heated. 


One gross in original package 


8 ounce 


Also furnished in 6 ounce size—see page 19 


Cleaneasy Sanitary Sterilizer Bottles 


Furr Giass. GRADUATED 


One gross in original package 


4 ounce. 6 ounce. 8 ounce 


The 4, 6 and 8 ounce Cleaneasy Sanitary Sterilizer Bottles are 
of the same circumference, and are made to fit the Trays, 


Boilers, etc., of our sterilizing apparatus. 


For 10 and 12 ounce Sterilizer Bottles see page 19 


For Stoppers for Sterilizer Bottles see page 49 


For items shown on this page which are sold in less than original package lots 
See page 20 


Cleaneasy 


SEE WHAT YOU puy W/euy IN GLASS 
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With Metal Screw Caps Fitted with Pulp-Board Oil Paper Liners 


With scarcely any shoulder and a maximum width of mouth, 
these containers are ideal for packing semi-liquid or solid 
pharmaceutical products. They are largely used for candy, 
dressings, condiments, peanut butter, etc. The caps and 
liners furnished make a secure closure. 


One gross in package In large cases, jars and caps separate 


In carton 3 
1 ounce. ... 3 dozen lbouncew sa . 6 gross in case 


2 Ounces wean .3 dozen ZOUNCe! aiaaeies . 5 gross in case 
+ ounce. 3 dozen 4ounce ..........3 gross in case 
8 ounce .2 dozen 8ounce ..........2 gross in case 
L6sOuUnCEs nearer etelc 2 dozen 16 ounce I gross in case 


Square Wide Mouth Screw Capped 


With Aluminum Screw Caps Fitted with Pulp-Board Oil Paper Liners 


Largely used by the pharmaceutical trade for tablets, pills, 
powders, and capsules. A convenient and attractive package. 


One gross in package In large cases, jars and caps separate 


In carton 
1 ounce ..3 dozen 1 ounce 6 gross in case 
DTOUNCC anh eaeirsiiaiestas OaCLOZell 2 ounce 5 gross in case 
STOUNGE a el eee arenas COZER 4ounce ..........3 gross in'case 
Siouncel tanner es 2 dozen Sounce) nn capers 2 gross in case 


For items shown on this page which are sold in less than original package lots see page 20 


SEE WHAT YOU Buy W/euy IN GLASS 
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WHITALL TATUM CO. MACHINE MADE AMBER 


AMBER FRENCH SQUARES 


Narrow Mouth 


In wood crates 
In wood crates 


¥% ounce. .....72 dozen hi 
eoenconeeyoiozen 6 ounce. .... .30 dozen 

Dann. ... Gena 8 ounce. .....24 dozen 

Rronncee nt eldoren 16 ounce......12 dozen 

32 ounce...... 8 dozen 


4 ounce...... 36 dozen 


French Square 


Supplied also in Flint glass 


Blakes 


Wide Mouth 


Sold only in Crate Lots 


B French Square 


B French Squares 


Medium Wide Mouth 


In wood crates 


Rounded Square 
Wide Mouth 


Rounded Square 


B % ounce....... 72 dozen ; 
B ¥% ounce.......72 dozen Wide Mouth 
B 1 ounce.......72 dozen In wood crates 


Foun Cesare its 72 dozen 


Supplied also in Flint glass DIG Ree nee oe AY) open 


In wood crates In wood crates 


yy Ounce .. 120 dozen 1% ounce .. .60 dozen 
¥% ounce.. 60 dozen 2 ounce ...60 dozen 
3% ounce .. 60 dozen 2% ounce .. .60 dozen 
6 dram .. 60 dozen 3 ounce ...48 dozen 
8 dram .. 60 dozen 4 ounce ...36dozen 


1% ounce... 60 dozen 


For items shown on this page which are sold in less than crate lots see page 21 


SEE WHAT YOU Buy W/euy IN GLASS 
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WHITALL TATUM CO. 


Amber 
Narrow Mouth 


Sold only in original packages 


In wood crate 

4 ounce 36 dozen 
Siouncé ncmecnne eae 24 dozen 
16vouncel teenies 12 dozen 
32 ounce 8 dozen 
| gallonyitnmer tec 2 dozen 


Green 


Each stopper is ground into the 
neck of its own bottle, insuring a 
perfect fit, and as an added pre- 
caution, extra long peg stoppers 
are used. 


MACHINE MADE AMBER AND GREEN 


Green 
Narrow Mouth 
Sold only in original packages 


In wood crate 


Wgallons. scot ters 2 dozen 


Packer or Seltzer 


Bottles 


Sold only in original packages 


In wood crate 


% gallon (5 pint) stoppered ..4 dozen 


SEE WHAT YOU Buy W/Buy IN GLASS 


HAND MADE FLINT GLASSWARE 


WHITALL TATUM CO. 


Oil Sample Bottles 


Clear, Strong and Good Looking 


Made of the best grade of clear Flint Glass, used and preferred by the 
trade for many years. 


Their shape and brilliant appearance exhibit the contents to the very 
best advantage. 


Sold only in original package lots, except + ounce rounded shoulder and 
4 ounce square shoulder, cut bottom, which can be furnished in carton 
lots of 6 dozen. 


Original package 


2 CWMRNONS 5 se ore osonsk pon noecaner DUR SoD E en uGoeds 60 dozen 
4 ounce long, rounded shoulder, concave bottom .........36 dozen 
4 ounce long, square shoulder, flat bottom ........-.....-36 dozen 
4 ounce long, square shoulder, cut bottom...............-36 dozen 
8 ounce long, square shoulder, flat bottom...............12 dozen 


8 ounce long, square shoulder, cut bottom..............-.12 dozen 


All the 4 and 8 ounce listed above are regularly furnished, washed, 
dried, and fitted with XXX corks 


We TE. Co. 
1 Oz. Sample Bottle 


Fitted with Cork and Screw Cap 


One gross in package 


Suitable for showing samples of Oil, Vinegar, Flavoring Extracts, etc. 


A handsome and convenient sample bottle, made of the clearest Flint 
Glass, with thin, even walls, it will show the contents with perfect clear- 
ness. Fitted with nickel-plated caps and fine quality corks. The polished 
cap adds to the handsome appearance of the Sample Bottle and holds 
the cork securely in place, so that there is no danger of leakage. Of 
convenient size, being approximately 34” diameter by 614” total height 
and holding a trifle over one fluidounce. 


For items shown on this page which are sold in less than original package lots see page 21 


SEE WHAT YOU Buy W/suy IN GLASS 
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WHITALL TATUM CO. HAND MADE FLINT GLASSWARE 


Tinctures Saltmouths 
Iron Mould 


With Mushroom Stoppers 


Iron Mould 


With Mushroom Stoppers 


In wood crates 

¥% ounce......72 dozen 
In wood crates ounce 60 dozen 

1 ounce. .....60 dozen ounce 48 dozen 
2 ounce. .....48 dozen ounce 36 dozen 
4 ounce. .....30 dozen 4 ounce. .....30 dozen 
8 ounce. .....18 dozen 8 ounce. .....18 dozen 
ein Geereericre 12 dozen Gin Gerrans 12 dozen 
L. quart 6 dozen 1 quart 6 dozen 
¥% gallon 4 dozen Y% gallon 4 dozen 


Nursers and Sterilizers 
Flint Glass Graduated 
One gross in original package 

6 ounce Ovale Nurser. 
10 ounce Cleaneasy Sterilizer. 
12 ounce Cleaneasy Sterilizer. 


~ 


For items shown on this page which are sald in less than original package lots see page 2 


SEE WHAT YOU Buy W/suy IN GLASS 
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MACHINE MADE FLINT GLASSWARE 


WHITALL TATUM CoO. 


Open Stock 


Flint Glass Bottles shown on previous pages which can be furnished in less than original package lots 


NOT SOLD IN LESS THAN CARTON. LOTS 


Machine Made Flint Glassware 


Plain Practical Plain Screw-capped French Squares Round 
Prescriptions Practical Narrow Mouth Narrow Mouth 
Prescriptions Carton Lot z 
Carton Lot Carton Lot ¥%4 ounce. ...12 dozen 1 ounce 12 dozen 
1% ounce...6 dozen Wy ounce...6 dozen ¥% ounce. ...12 dozen Oana 12d : 
= ote. - GOZE 
lounce...6 dozen lounce...6 dozen 1 ounce. ...12 dozen 3 2 12d 
4 : > Rees ic A 23 eS 3 ounce 2 dozen 
2ounce...6 dozen 2 ounce... dozen 2 ounce. ...12 dozen 
: = 5 5 4 ounce.... 6dozen 
3 ounce...4 dozen 3 ounce...4 dozen 3 ounce. ...12 dozen 2 
a x ; 6 ounce.... 6dozen 
4 ounce...3 dozen 4 ounce...3 dozen 4 ounce.... 6dozen 8 : ' 
= 6 ounce.... 6do0zen 
6 ounce...3 dozen 6 ounce...3 dozen 6 ounce.... 6dozen Tétanice Blaser 
* ea 3 COZze 
8 ounce...3 dozen 8 ounce...3 dozen 8 ounce.... 6dozen 32 ae 1 
5 5 5 7 2 ounce.... | dozen 
12 ounce...2 dozen 12 ounce...2 dozen 16 ounce.... 3 dozen 
16 ounce. . .114 dozen 16 ounce. . . 114 dozen 32 ounce.... 1 dozen 
32 ounce...1 dozen 32 ounce...1 dozen 
Round B French Squares Nursers and Sterilizers 
Wide Mouth Medium Wide Mouth Carton Lot 
Carton Lot 8ounceOvale ..... 3 dozen 
¥% ounce ........ 12 dozen i Carton Lot 4 ounce Cleaneasy .3 dozen 
MEGUDCE rs eo oie 2 dozen 4 OUNCErse es eran 6 ounce Cleaneasy .3 dozen 
PHOUNGE, ses gs Pts 12dozen % ounce .........12dozen _—_ 8 ounce Cleaneasy .3 dozen 
BYOUNGEI time: 12 dozen 1eOUNCe meiner 12 dozen 
ASOUNGE) cise += <- 6 dozen 
GiOUNCE ws einer 6 dozen 
8 ounce .... 6dozen Citrate of Magnesia B 
Db eeees ottles 
1Pxouncemn 3 dozen Tablet Bottles 
MGrouncese ae. 1.0. 3 dozen : Carton Lot 12 ounce, with Screw Cap, 
SPTOUNCE! oie. ae a 1 dozen No. 4. % ounce. .12 dozen Cartonslotiwen.n: 3 dozen 


Round Wide Mouth Square Wide Mouth 
Screw Capped Screw Capped 

Carton Lor Carton Lor 
ON CEM pula +. 3 dozen OUNCE Ree n aera .3 dozen 
PU OWINI SS Oe .3 dozen DIGUNGCE ee py OL GOZEN 
AsOUNCEs cis) eure ars 3 dozen 4 ounce..........3 dozen 
SLOUNCC rans a 5)21h- 2 dozen SlOUNCeHELanes yer 2 dozen 
Werte ea we eee 2 dozen 


SEE WHAT YOU Buy Buy IN GLASS 
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WHITALL TATUM CO. 


FLINT AND AMBER GLASSWARE 


Open Srock 


Flint and Amber Glass Bottles shown on previous pages which can be furnis. 
in less than original package lots 


NOT SOLD IN LESS THAN CARTON LOTS, except Tinctures and Saltmouths, Iron 


Mould, with Mushroom Stoppers, which can be furnished in any quantity. 


Os ee 


hed. 


Hand Made Flint Glassware 


Tinctures 


Saltmouths 


Iron Mould, with Mushroom Iron Mould, with Mushroom 
Stoppers Stoppers 

Carton Lor Carton Lot 

kouncesese ...12 dozen ¥% ounce........12 dozen 
2 ounce. ........12 dozen l ounce. .......12 dozen 
AcOUNCE Seat eyecer: 6 dozen DLOUN Cem eee 12 dozen 
Srouncewee setaatr 6 dozen SrOUNCE =o eres 12 dozen 
IBINEs po ananease Si (oloytin 4 ounce........ 6 dozen 
(uquaTteie mera. 1 dozen 8 ounce........ 6 dozen 
Pin th eececrar oe 3 dozen 


il Neaahandears 1 dozen 


Oil Sample Bottles 


All styles of 4 ounce bottles are washed, 
dried, and fitted with XXX corks 


Six dozen in carton 


2 ounce—long 
4 ounce—long, rounded shoulder, concave bottom 
4 ounce—long, square shoulder, flat bottom 
4 ounce—long, square shoulder, cut bottom 


Sterilizer Bottles 
Carton Loe Carton Lot 
10 ounce Cleaneasy........ 3 dozen 12 ounce Cleaneasy........ 3 dozen 


Machine Made Amber Glassware 


French Squares B French Squares 
Medium Wide Mouth 


Carton Lot 


Narrow Mouth 


TA OUD COU seers 12 dozen 

Carton Lot PA OWING og ee 12 dozen 

Ter OUNCe ieee 12 dozen Wouncess.. woecs 12 dozen 

mounCeeer ere 12 dozen 
PEOWN AS 6 cacao 12 dozen Rounded Squares 
SLOUNGC ee genet 12 dozen Wide Mouth 

4 ounce... ..0.. 6 dozen Carten Lot 
Grlounce nner 6 dozen Wouncess nse 12 dozen 
SiOUNnCeR rae ers 6 dozen D7 OUTLCC Anette 12 dozen 


SEE WHAT YOU Buy W/euy IN GLASS 
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WHITALL TATUM CoO. OINTMENT POTS 


Millville Ointment Pots 


Opal glass with metal screw caps. Bottoms rounded inside; no shoulder. A lining of par- 


affine paper is put in the top of each cap, effectually protecting the metal from corrosion. 


In original packages: 
8 ounce and under, 1 
gross; 16 ounce, % 
gross. In carton lots, 
4 ounce and under, 1 
dozen; 8 and 16 ounce, 
¥% dozen. 


. 670. 34 ounce 
. 671. 1% ounce 
. 672. 1 ounce 
‘o. 673. 2 ounce 
. 674. 3 ounce 
. 675. 4 ounce 


. 677. 8 ounce ' 
. 679. 16 ounce Ni y Not sold in less than 
i carton lots 


Bronx Ointment Pots 


Opal glass. Metal screw caps. Tall, rounded bottom 


1 Gross in Original 


. 1210. 14 ounce 
Package 


wiPIbE ¥Y ounce j 
5 EAD Ld ounce ; EY 1 Dozen in Carton 


Yo. 1213. ounce 
ro. 1214. ounce 
nO: ounce 


Not sold in less than 
carton lots 


SEE WHAT YOU Buy W/euy IN GLASS 


WHITALL TATUM CO. SHOP FURNITURE WARE 


Square Recessed Ware 
With Rounded Corners 


A very handsome style of shelf ware, blown in iron moulds, 
special care being taken to make the bottles smooth and 
well finished. They are of square shape, with rounded 
corners; the recess is oblong, and is carried around to the 
sides of the bottle, the labels being specially made to con- 
form, so that their edges are protected from injury. As 
the front of the bottle is flat, the label is shown to great 
advantage. 


Tincture Bottles Saltmouth Bottles 

Height Height 
2 ounce.... 434 inches 2 ounce. ... 41% inches 
4 pint..... 51 inches ly pint..... 51 inches 
pint 654 inches 4 pint..... 61% inches 
pint..... 81% inches 1 77% inches 
quart. ...104 inches ... 9% inches 
gallon... .12% inches 4 gallon....12 inches 


Round Recessed Ware 


Having oblong recess with square corners to take the 
label, so that its surface is flush with the outside of the 
bottle. 


Tincture Bottles Saltmouth Bottles 


Height Height 
534 inches YY pint 51% inches 
67 inches ¥% pint inches 
83% inches 1 pint inches 

1 quart. ... 934 inches 


Recessed Syrup air Recessed Oil 
Bottles = = Bottles 
With Loose Stoppers 


Rounb 


Rounp irquext 


1 quart 


SQUARE | q { SQUARE 
1 quart j ; 1 quart 


Recessed Oil 


SEE WHAT YOU Buy W/BuY IN GLASS 


LABELS 


Watt AE DATUM Co. GLASS 


GLAss LABELS 


For Shop Furniture Bottles 


List of Names for Labels are furnished on application to parties wishing to order outfits 
The labels are painted with block letters, unless otherwise specified. Any style not listed can 
be made on receipt of pattern or sample. When labels are wanted to match others already on 
hand, the fact should be stated and sample sent with the order. 
Unless otherwise ordered, the lettering will be in accordance with the U. S. Pharmacopceia, 
the necessary abbreviations being made. 
Labels are not carried in stock, but are painted to order 


Please Order by Number 


Description of Glass Labels 


All styles of labels are oblong, and are furnished with square corners when ordered for recessed ware 


No. No. 
1. Chamfered Corners. Black Curved Lettering and 101. Square Corners. Black Diagonal Lettering. liquid 
Scrolls. Leaf Gold Ground with Black Gauge Line. Gold Border and Crow’s Feet with Red Gauge Line 
yrs ies 
2. Chamfered Corners. Black Curved Lettering and through Border. White Ground. 
Scrolls. Liquid Gold Border with Red Gauge Line. 105. Square Corners. Liquid Gold Border and Scrolls in 
White ground. Bronze Ground. Black Diagonal Letters on White 
4. Chamfered Corners. Black Curved Lettering and Ground, 
Scrolls in White Oval. Liquid Gold Border and Oval 107. Square Corners. Black Diagonal Lettering. Liquid 
with Red Gauge Line and Corners. Gold Pen Line and Crow's Feet. White Ground 
Same as above, except Leaf Gold and Black Corners. 115. Chamfered Corners. Black Lettering in two Straight 
7. Chamfered Corners. Leaf Gold Border and Curved Lines in Roman Gold Oval. Leaf Gold Border with 


Black Gauge Line and Outline of Oval. 


Lettering and Scrolls with Red Gauge Line and 


Shading. White Ground. 117. Round Corners. Same as Number 107, with Black 

10. Same as above except Black Shading. Border. 

56. Round Corners. Leaf Gold Pen Line and Crow’s Feet. 119. Chamfered Corners. Two Straight Lines, Lettering in 
Black Diagonal Lettering Shaded in Gold. White Black. Leaf Gold Border with Black Pen Line inside 
Ground. Border. White Ground. 

58. Square Corners. Black Diagonal Lettering Shaded in 122. Square Corners. Black Curved Lettering and Scrolls. 
Leaf Gold. Leaf Gold Border and Crow's Feet with Red Pen Line and Black Border. White Ground. 
Black Line inside Border. White Ground. Re c 4 oe 

; 2 x 123. Fired directly on the bottle. Squared Corners. White 
100. Square Corners. Black Diagonal Lettering. Liquid Enamel with Black Pen Line and two Straight Lines. 
Gold Border and Crow's Feet. White Ground. Upright Lettering. 


Directions for Attaching Glass Labels to Bottles, Jars, etc. 


CEMENT.—To one part of Parowax add three parts of rosin; with a gentle heat melt together in an 
open pan or kettle to the consistency of syrup. 


DIRECTIONS. —Place the bottle on a table in a nearly horizontal position; the glass must be perfectly 
free from moisture. With a spoon pour the cement on the hollow side of the label; then apply the label 
to the bottle with a gentle pressure. While the cement is soft, form a groove in it by running the point 
of a knife around the label. his will save labor in chipping it off. It will harden in about ten min- 
utes; then, with a putty knife, such as glaziers use, remove the surplus. Clean bottle and label with a 
little kerosene; wipe off with a damp towel. 


Glass Labels for Drawer Pulls 
Style A—Black Letters on Gold Ground. Style B—Black Letters on White Ground 
Orders should be accompanied by samples of pulls to be fitted 


SEE WHAT YOU BUY W/euy IN GLASS 
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WHITALL TATUM CO. TOILET SEL BOD EES 


Tomer Ser Borties 


Guiass-STopPpERED REcESSED WARE WITH GLASS 
LABELS 


A handsome style of bottle, square, with rounded 
corners. The recess is oblong and is curved 
around to the sides of the bottle, the label being 
made to conform, so that its edges are protected 
from injury. As the front of the bottle is flat, 
the label is shown to great advantage. The 


lettering is in black block letters in straight line Soe 
Wide Mouth 


MEDICATED) 


> 
rd 
° 
o 
= 
o 
4 


Series 200 
Narrow Mouth on white background with gold border and 


bronze pen line. 


Series 200 


4 ounce 4 ounce 

Absorbent Cotton (Wide Mouth Bottle) . 249 Glycerine and Rose Water. ...........220 
Alcohol, Medicated............--.--.200 Glycoidihymolines scree teeattaeiee 236 
Alkaloltotinit tenance er tr. atoe NAY Hairs Tonic. 220-28 sioeniyantcrsue meen 206 
Ammonia Bk SUN dees eo re hne Ps 201 Honey and Almond Crean Seer 
Arom. Spt. Armen ; ee: Hydrogen Peroxide (Amber Bottle. e223 
Aspirin (Wide Mouth Bottle) . e.e2el Jamaica Ginger.......... Lo geen Y 237 
BaysRumeneeeeece BS mop cais Pun 202 Leavotist oc occ ae ore Dee See 
Benzine..... 246 Liniment. ‘hte e nt a aie kee: fee . .238 
Bicarb. Soda (Wide Mouth Bottle), . 212 Listerine. ... Ses anes nene< 207 
Boracic Acid (Wide Mouth Bottle). ....217 TOtionisios «sangeet cetera ana cree acre 239 
Borax (Wide Mouth Bottle)...... 213 Lysol (Amber Bottle) ss ous eS 
Bromo Seltzer (Amber Wide Mouth Milk of Magnesia (Wide Mouth Bottle) 254 
BOtele) pe rset feos er tien ors 5 232: Mouthe\Washe ss acre MF ers Red Sec 253 
Gamphorateds Oi lenetnrttitae alee 200 Olive! OU De ya he acciancoegepenl eee 262 
Carbolic Acid (Amber Bottles MLS, Rhubarbrand!Sodaiss ms cues ee eee 278 
Gascara., miami ies yas212 Rose Water... 2.2.0 05 Seer rey! 
Castor @ ile: Meare eI 0) Shampoosnc: os. dsuaice sean eevee .. -280 
@ollodiontemtan a aD he OS 271 Soda Mintwictnc onwortene noah a Seas 229 
Colognes 37.5. 204 Solutions Boracie Acidijas es enter 263 
Epsom Salt (W ae Mouth Bottle)... . .234 Spt Gamphors sos sues sie ee 203 
Essence Peppermint.............. 235 SweetSpt-Nitre= 9c .cueucees Ss ger eee 
Eye Wash (Amber Bottle)........ 2) Tinct:: Green:Soap 1. severe) ts te nee 276 
Hrostillactetcmctsar ascent rae tc hacd aks 274 Tinct. Iodine (Amber Bottle). .........259 
Gatgle-tatar pe sanyo rate Toilet: Water’. 205 vier cssacs tons Seeeeeieeia td 208 
i Witch: Hazelicr.t 2 s.c;.anhes et ean esses 211 


Please order by number 


SEE WHAT YOU Buy W/euy IN GLASS 
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Wie TisiGo: 
Combination 


Show Jars 


Gass anp Mera 


Po.isHED Brass FINnisH 


Capacity of globe, 
approximately two gallons 


Giass Cover AND 


RupsBer RinG 


Diam. 
Heghe Body 
$78 in. 414 in. 
734 in. 5% in. 
814 in. Tp 
TUL ste 9 


Diam. 


° 
Mouth 


3% in. 
414 in. 
5 in. 
7 in. 


Original 
rack- 
age 
48 
24 
10 

4 


No. 50. With Chain and 
Bracket. Length of 
jar, fittings and chain, 
28 inches. Length of 
bracket, 15 inches. 


No. 501. With Heavy 
Brass Link Chain and 
Bracket. Length of 
jar, fittings and chain, 
28 inches. Length of 
bracket, 15 inches. 


Congress Globe Jars 


GrounpD StopPERS 


; Diam. 
No. Diameter Height of Mouth Capacity 


Sin.  10}¢in. 2% in. gt: 
(ii Ph Sains 3% pts. 
Tht ie 314 in. 2% qts. 
8in. 1534 in. 4 in. 4 qts. 


The capacities and measurements given on this page are approximate 


SEE WHAT YOU BUY W/euy IN GLASS 


WHITALL TATUM CO. CONFECTIONERS’ JARS, ETC. 


Congress Sample Bottles 


GROUND STOPPERS 


Diameter Height Diam. of Mouth Capacity 

1% inches 834 inches... .1;; inches..... 3 ozs. 
2 inches 113% inches....11% inches..... 7 ozs. 

. 2% inches....14% inches....2 inches 1 pt. 
. 8) ‘inches: s.l7, inches) ..258)inches)...ueleqt. 
. 4  inches....195€inches....3  inches.....% gal. 


Inverted Show Bottles 


STRAIGHT 


Number in 
original package 


Vg pint... cls inches 
V4 pint x inches. . . 
Y% pint x 2% inches 

1 pint.....734 x 234 inches 

1 quart ...9 x35inches 


Hydrometer Jars 


On Foor. WitH Pour Out 
6x1 inches 12x2 inches 
8 x 1% inches 15x2 inches 


10 x 1% inches 18 x 2% inches 
12 x 1% inches 


The capacities and measurements given on this page are approximate 


SEE WHAT YOU Buy W/euy IN GLASS 


WHITALL TATUM CO. 


RUGGISTS’ SUNDRIES 


Bs rccace aso] 


A NEW PACKAGE 


28 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


Druggists’ Sundries 


E recommend our products 

for their quality and relia- 
bility, and are confident that you will 
find them truly dependable. 


Prices on all articles are ranged so that 
your customers can have complete 
satisfaction in any article they wish to 
purchase, and they can be assured of 
the highest quality material and best 
workmanship. 


DEPENDABLE GOODS 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


The Acme LINE 


Full 2-Quart Capacity 


Acme Water Bottle Acme Fountain Syringe 


No.2 FOUNTAIN SYRINGE 
Each syringe is equipped with 
extra large rapid-flow Rubber Tub- 
ing, rolled for convenience at one 
end, Hard Rubber Rectal, Infants’ 
and Curved Vaginal Pipes, with 
Screw Connections and Metal 
Shut-off. 


No. 2 WATER BOTTLE 


7 ‘HE Acme Line has been manufactured to 


meet a demand for Water Bottles and Fountain 


Syringes of an exceptionally rich gum stock. They 
are hand made, of superior quality rubber, with the 


v 
a 

4 
4] 
< 


most careful workmanship. 


This latest addition to our group of Rubber Special- 
ties is of rich Indian Red color, with a dull ve/vet 
finish, carrying our usual guarantee against any defect 
in manufacture and materials. 


: DEPENDABLE GOOD Ss 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


wee 


The Spectar Mase 


Full 2-Quart Capacity ¥ : \ Pa 

Special Water Bottle | . ees eee) fa | 

Special Fountain Syringe = ="" —* ; 
Special Combination Fountain Syringe a 
& Water Bottle 


are all Aand made, of the finest selected maroon 
rubber, insuring extra quality and long life. The 
edges are reinforced with black rubber, doubly 
insuring the wearing qualities and enabling us to 
guarantee them for two years for home use 
against any defect in manufacture or materials. : 


Individual boxes enclose each article—identified 
by the black trimming and the special medallion 
which has been registered in the U.S. Patent 


i No.2 HOT WATER BOTTLE 
Office. Hold fase Unlosable Stopper: 


We are proud to recommend the Special Maroon 
Line as worthy of the name Dependable Goods. 


No. 2 COMBINATION 
FOUNTAIN SYRINGE 
AND WATER BOTTLE 


Each Combination isequipped / j No.2 FOUNTAIN SYRINGE 


with extra large rapid-tow 

Rubber Tubing, rolled for con- - Each Syringe is equipped with 
venience at one end, Tubu- j’ extralarge rapid-How Rubber Tub- 
lated Metal Stopper, Hard ing, rolled for convenience at one 
Rubber Rectal, Tntants: and end, Hard Rubber Rectal, In- 
Curved Vaginal Pipes with fants’ and Curved Vaginal Pipes 
Screw Coonestiany and Metal R with Screw Connections and Metal 

Shut-ol Shut-off. 


DEPENDABLE GOODS 
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WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


The La France LINE 


Full Capacity 


La France Water Bottle 
La France Combination Syringe 
La France Fountain Syringe 


are a standard line of hand-made red rubber bags, 
as good as they are handsome. ‘Their lasting 
qualities are unsurpassed, and your customers can 
be assured of complete satisfaction. 


The Water Bottle is furnished in one-, two-, and 
three-quart capacity; the Fountain Syringe is 
furnished in two- and three-quart capacity, and 
the Combination in two-quart only. 


Packed in Individual Boxes 


HOT WATER BOTTLE 


Is furnished with W. T. Co. 
Patented Stopper Attachment. 


COMBINATION 
FOUNTAIN 
SYRINGE AND FOUNTAIN SYRINGE 
WATER BOTTLE Each syringe is equipped with 
Each combination is equipped with extra extra yne rapid-flow Rub- 
large rapid-Aow Rubber Tubing, rolled for ber Tubing, rolled for con- 
convenience at one end, W. T. Co. Stop- venience at one end, Hard 
er Attachment, Tubulated Metal Stopper, Rubber Rectal, Infants’ and 
Fiard Rubber Rectal, Infants’ and Curved Curved Vaginal Pipes. with 
Vaginal Pipes with Screw Connections and Screw Connections and Metal 
Metal Shut-off. Shut-off. 


DEPENDABLE GOODS 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


The Barciay LINE 


No. 2 Barclay Water Bottle 
No. 2 Barclay Fountain Syringe 


are made of the same quality red rub- 
ber as the La France, although somewhat 
smaller and lighter in weight. They are 
thoroughly dependable and can be retailed 
at a popular price. 


The capacity is scant 
two quarts. 


Packed in individual boxes 


BARCLAY WATER BOTTLE 


BARCLAY 
FOUNTAIN SYRINGE 


Each Syringe is furnished 


Curved Vaginal Pipes with 
Screw Connections and Metal 


W. T. Co. Patented Stopper Attachment 


La France, Whitaco, Navaho, and Home Rubber Water 
Bottles are regularly furnished with the W. T. CO. 
PATENTED STOPPER ATTACHMENT. 


The Stopper is fastened to the handle of the bottle by 
a neat attachment which secures it against loss without 
interfering with its use. 


DE PoEYN: D AUBSL Be GLOsOsDES 


DRUGGISTS’ SUNDRIES 


The Wuitaco LINE 


Full 2-Quart Capacity 


Whitaco Water Bottle 
Whitaco Combination Syringe 
Whitaco Fountain Syringe 


are seamless, being manufactured by a special 
vulcanizing process by which several pieces 
of maroon rubber are molded into a bag of 
enduring strength. This process maintains 
a pressure of 2000 pounds, which insures 
thoroughly reliable and lasting bags. 


We guarantee them against any defect in 
manufacture or material for two years’ home 
use. They are identified by the black 


No. 2 WATER BOTTLE Whitaco seal. 


W. T. Co. Stopper Attachment 


No. 2 COMBINATION 
FOUNTAIN SYRINGE 
AND WATER BOTTLE 
The Water Bottle with extra 
large rapid-low Rubber Tub- 
13 rolled ab One rth we No. 2 FOUNTAIN SYRINGE 

‘0. Stopper Attachment, Tu- Furnished with extra large rapid- 
bulated Meral Stopper, Hard flow RUB Gee Winarol led aang 
Rubber Rectal, Infants’ and end, Hard Rubber Rectal, In- 
Curved Vaginal Pipes with : fants’ and Curved Vaginal Pipes 
Screw Connections and Metal i with Screw Connections and Metal 

Shut-off. . Shut-off, 


DEPENDABLE GOODS 
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The NavaHo Li 


Full 2-Quart Capacity 


Navaho Water Bottle 
Navaho Fountain Syringe 


Navaho Combination Syringe 
& Water Bottle 


are medium-priced goods in which work- 
manship has not been sacrificed for economy. 
Molded in one piece, full two-quart capac- 
ity, and made of a high quality rubber of 
bright, variegated colors that blend harmoni- 
ously. Packed in individual boxes. 


The Navaho Line makes an attractive and 
colorful display, and although moderate in NaS AVAGO GOL ean 
price, is made according to the highest stan- BOTTLE 


Is furnished with W. T. Co. Patented Stopper 


dards of the Whitall ‘Tatum organization. Accachment, 


No. 2 NAVAHO 
FOUNTAIN 
No. 2 NAVAHO COMBINA- Wereneouing Re 
TION FOUNTAIN SYRINGE rapids lows Bluslenks 
With W. T. Co, Stopper Attachment, ber Tubing, rolled ac 
Tubulated Metal Stopper, extra large one end, Hard Rub- 
rapid-flow Blue Rubber Tubing, rolled ber Rectal, Infants’ 
at one end for convenience in attach- and Curved Vaginal 
ing, Hard Rubber Rectal, Infants’ and Pipes with Screw 
Curved Vaginal Pipes with Screw Connections and 
Connections and Metal Shut-off, Metal Shut-otf, 


DE PEN DA BeE EB eG OLOe DES 


WHITALL TATUM CO. 


No. 2 HOME HOT WATER BOTTLE 


Is furnished with W. T. Co. 
Patented Stopper Attachment. 


DEESPIEUN DAB LE GOODS 


DRUGGISTS’ 


SUNDRIES 


The Home LINE 


Home Water Bottle 


Home Fountain Syringe 


Home Combination Fountain 


Syringe & Water Bottle 


are truly dependable goods and worthy 
of the quality workmanship which we 


build into them. 


Molded in one piece, 


full two-quart capacity, and constructed 
of high-gradered rubber, the Home Line 
will give satisfactory and lasting service. 


They are all packed in individual boxes. 


You can recommend them to your cus- 


No. 2 HOME 
COMBINATION 
FOUNTAIN SYRINGE AND 
WATER BOTTLE 
With W. T. Co. Stopper Attach- 
ment, Tubulated Metal BIOPRED 
extra large rapid-low Red Rub- 
ber Tubing, rolled at one end for 
convenience in attaching, Hard 
Rubber Rectal, Infants’ and 
Curved Vaginal Pipes with Screw 
Connections and Metal Shut-off. 


tomers as more than worth the price 
they pay. 


No. 2 HOME 


FOUNTAIN SYRINGE 


With extra large rapid-flow Red 
Rubber Tubing, rolled at one end, 
Hard Rubber Rectal, Infants’ and 
Curved Vaginal Pipes with Screw 
Connections and Metal Shut-off. 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


The Bronx LIne , 


Bronx Water Bottle 
Bronx Fountain Syringe 


Bronx Combination Fountain 


Syringe & Water Bottle 


are lower in price than the Home Line, but 
are somewhat reduced in capacity and weight. 


The quality is the same, however, and you 
can be assured that the bags are fully guar- 
anteed against manufacturing defects. 


Red rubber is used, and the capacity is scant 
two quarts. 


‘The special molding process used in manu- 

Care awe ~ = y ory 7 te No. 2 BRONX HOT WATER 
facture insures reliable and trustworthy mer aptly 
chandise. 


eS ee 


No. 2 BRONX 
COMBINATION 
FOUNTAIN 


SYRINGE AND No. 2 BRONX 


WATER BOTTLE 
Tubulated Metal Stopper, 
rapid-flow Red Rubber Tub- 
ing, rolled at one end for con- 
venience in attaching, Hard 
Rubber Rectal and Curved 
Vaginal Pipes with Screw 
Connections and Metal Shut- 

off. 


DEPENDABLE GOODS 


FOUNTAIN 
SYRINGE 
Rapid-How Red Rubber 
Tubing, rolled at one end, 
Hard Rubber Rectal and 
Curved Vaginal Pipes 
with Screw Connections 
and Metal Shut-off, 


= 
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g The Economy LINE 


Economy Water Bottle 
Economy Fountain Syringe 
Economy Fountain Syringe 


& Water Bottle 


are the lowest priced goods which we 
manufacture. 


The quality, however, has not been 
sacrificed, and your customers can be 
assured of good quality red rubber and 
superior workmanship. 


The capacity is scant two quarts and each 
article is packed in an individual box. 


ECONOMY WATER BOTTLE 


ECONOMY COMBI. 
NATION FOUNTAIN 


DEPENDABLE GOODS 


SYRINGE AND 
WATER BOTTLE 


Tubulated Meral Stopper, 

rapid-flow Red Rubber Tub- 

ing, rolled at one end, Hard 

Rubber Rectal and Curved 

Vaginal Bue Pipes and Metal 
hurt-off. 


ECONOMY 
FOUNTAIN SYRINGE 


Each Syringe is furnished 

with rapid-low Red Rubber 

Tubing, rolled at one end, 

Hard Rubber Rectal and 

Curved Vaginal Slip Pipes 
and Metal Shut-off, 


WHITALL TATUM CO. DRUGGISTS’ SUNDRIES 


W. T. Co. Combination Outfits 


For use with any Rubber Water Bottle, 

making it available as a rapid-flow Foun- 

tain Syringe. 

Each outfit consists of a length of rapid- 

flow Rubber Tubing, rolled at one end 

for convenience in attaching, Tubulated 

Metal Stopper, Hard Rubber Rectal, In- 
/ fants’ and Curved Vaginal Pipes and Metal 

Shut-off. 

No. 12 Maroon Rubber Tubing with Screw Con- 

nections 


No. 13 Red Rubber Tubing with Screw Connections 
No. 14 Red Rubber Tubing with Slip Connection 


Each in box 


Lever Metal Shut-Off 


For Rapid-flow Fountain Syringes 


Tubing for Fountain Syringes 


5-Foot Lengths, with Rolled End for Convenience 


Maroon Rubber 5 inch bore 
Red Rubber 5% inch bore 
Blue Rubber 5@ inch bore 


Red Rubber 184 inch bore 


CLOSED 


W. T. Co. No. 30 
Vaginal Irrigator 


Red Rubber Bulb, Hard Rubber 


"a Vaginal Pipe with Spray Tip, and 

Soft Rubber Shield. Spray Tip 

is removable for ease in cleaning. 
Approximately }4 pint capacity. 


Each in box 


DEPENDABLE GOODS 


SUNDRIES 


WHITALL TATUM CoO. DRUGGISTS’ 


No. 50 White Enameled 
Sanitary Fountain Syringe 


A high-class article for select trade and 
for hospital use. White enameled reser- 
voir, best quality maroon rubber tubing, 
extra large rapid-flow size, with rolled 
ends, hard rubber rectal, infants’ and 
curved vaginal pipes, glass nasal piece, 
metal shut-off and hanger. 


Recommended for injections of oil solu- 
ae tions—also as a nasal douche. Carefully 
oe packed to insure against damage. 


Each in box 


Full 2-quart capacity. 


No. 100 White Enameled Sanitary Fountain Syringe 
White enameled reservoir, red rubber tubing, extra large rapid-flow size, with 
rolled ends, hard rubber rectal, infants’ and curved vaginal pipes, and metal 
shut-off. 


Full 2-quart capacity. 


Each in a box carefully packed to insure against damage 


No. 2 Drop Attachment Set 


For proctoclysis or saline injections into the rectum by the drop method. Can 
be used with any fountain syringe or irrigator. 
Set Complete. Glass Dropping Nozzle. Screw Compressor 


Drop 
Attachment 


Glass Vaginal Glass Vaginal Irrigator Glass Irrigator 


Pipes Oana Point 
/2 in package. 8% inch. Curved ——S— 


12 in package. 4% inch 


Glass Rectal 
Za caso Pipe 


Connecting Pieces 
Glass, for use with rubber tubing 


/2 in package 


51% inch. Straight, bulb end 


No. 3200 No. 3205 
/2 in package = s : 


No. 3200 Length, 134 inches 
Sinch. Bent, bulb end No, 3205 Length, 2% inches 


12 in package. 5 inch 


GOODS 


DEPENDABLE 
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BuLs SyRINGES 


No. 3 Barclay Syringe 


Heavy Red Rubber, with Hard Rubber Rectal, 
Infants’ and Vaginal Screw Pipes, and fittings of black 
enameled metal. 


Each in box 


BULB SYRINGE 


Soft Rubber Eye, Ear, and Ulcer Syringes 


Bulb and Pipe one piece of high quality 
soft red rubber. Particularly adapted 
for applying fluids without irritation to 


the ear or nose. Each in box. 


No. 1 Approximately 1 ounce capacity 


No. 3 Approximately 3 ounce capacity 


EYE, EAR, AND 
ULCER SYRINGE 


W.T. Co. All Rubber Syringe 
and Douche 


High quality Red Rubber. Each in box 


SYRINGE & DOUCHE 7 3 : . 
FOR EAR AND NOSE No. 16 Approximate capacity, 34 ounce 


Infants’ Rectal Syringes 
Red Rubber Bulbs with durable Hard Rubber Pipes. 


A dependable article for infant irrigation. Each in box. 


No. 1 Approximate capacity, 1 ounce 
No. 3. Approximate capacity, 24 ounces 
No.4 Approximate capacity, 4 ounces 
.6 
.8 


Approximate capacity ounce 
pproximate capacity, 6 es WES 
Approximate capacity, 8 ounces RECTAL SYRINGE 


DEPENDABLE GOODS 
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Bronx Hard Rubber Syringes 


—— eo: —— ir 


LONG POINT CONE POINT SOFT RUBBER TIP 


Made in three styles—long point, cone point, and soft rubber 
tip—all with glass barrels and ring handles. 


One dozen in a package 


ounce, long point 
ounce, cone point 
ounce, soft rubber tip 


No. 1053 
No. 1054 4 
No. 1062 


The capacities given are approximate 


Eureka Hard Rubber Syringes 


Made in jive styles, each with ring 


handle. The capacities given are 


LONG POINT : 
One dozen in a package 


INFANTS’ 


No. 447 1 ounce, male, soft rubber tip 


No. 448 4 ounce, male, soft rubber tip 
(e;'—_—_= No. 450 4% ounce, male, long point 
No. 451 1% ounce, male, cone point 

SOE TUE EE arte. No. 452 1% ounce, male, long point 

No. 453 44 ounce, male, cone point 


Y% dozen in a package CONE POINT 
No. 454 3% ounce, infants’ 
No. 455 1 


RECTAL ounce, rectal 


Glass Syringes 


Made in two styles—plain 
point and soft rubber tip— 
each with rubber cap and 
double rubber washer on 
piston. 


Sold only in boxes of one dozen 


No. 25 2drachm, with soft rubber tip No. 27 2drachm, with plain point 
No. 26 1 drachm, with plain point No. 28 3 drachm, with plain point 


No. 3260 Aseptic Glass Syringes 


With long straight points and asbestos packing. 
Annealed to withstand sterilization by boiling. 
Made in four sizes. 


Y% ounce 1 ounce 2 ounce 4 ounce 


DEPENDABLE GOODS 
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No. 0 Home 


A high-grade molded red 
rubber bag, manufactured 
under the same rigid stan- 
dards as the rest of the 
Home Line products. It is 
guaranteed against imper- 


Face Bacs 


No. 0 Navaho 


A brilliant colored molded 
bag, made of the same high 
quality materials as the 
other Navaho products. 
It is guaranteed against 
imperfections in materials 


DRUGGISTS’ 


No. 0 La France 


It is guaranteed to give 
satisfaction, as it is manu- 
factured under exacting 
requirements. 


Made of the same high- 
grade red rubber as the 


SUNDRIES 


La France Water Bottle, 
: 5 which quality is unsur- 
: [Boos EIDE NEN passed. Full 1 pint ca- 
capacity. pacity. 


Each in a box 


fections in materials or 
workmanship. Full 1 pint 


or workmanship. Full 1 


Each in a box Each in a box 


MEINECKE FACE AND EAR BAG 
For Ice or Hot Water 


Its shape fits it for use around the ear, over the 
eyes, and on the forehead. 


A muslin bandage, about 2 inches wide and 36 
inches long, is supplied with each bag, for secur- 
ing it in position. 


Each in box. Length, 9 inches 


This dainty bag is light in weight and is made of 
fine quality maroon rubber, reinforced at the 
seams. It is fitted with brass collar and screw 


cap, with patented “unlosable”’ washer. & : 2 AS 
Patent Number 610734 


DEPENDABLE GOODS 
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Screw-Cappep Ice Bacs 


Rubber bags with wide open- 
ings fitted with Metal Collars 
and Watertight Screw Caps. 
Suitable for applying either ice 
or hot water. 


La France 


Home 
Red Rubber Molded 


Red Rubber Hand Made 


Extra Weight 


Of the same dependable 
quality as our Home 
Water Bottle and Foun- 
tain Syringe. It has a loop 
at each end. Four feet 
of tape is furnished with 
each bag, for securing it in 
position. Packed in indi- 
vidual boxes. 

No. 1 Size, 101% x 7 inches 

No. 2 Round, 6 x 6 inches 


Hand made, of high quality red rubber, 
guaranteed against imperfections in material 
and workmanship. 


No. 12 12 x3 inches. 


DEPENDABLE 


White Seal 


Manufactured of high 
quality red rubber. Ac- 
cordion folds allow ample 
capacity. Itishand made, 
according to the rigid re- 
quirements of the rest of 
the W. T. Co. products. 
Identified by the white 
seal. Packed in individual 
boxes. 


9 inch size 


La France Throat Ice Bag 


Loop at each end. Four feet of tape for 
securing it in position is furnished with 


each bag. 


44 


Each in box 


GOODS 


Made of the same durable 
and dependable red rub- 
ber as is used in our 
La France Water Bottle 
and Syringe. Oval in 
shape, with loop at each 
end. Four feet of tape 
for securing it in position 
is furnished with each 
bag. Packed in individual 
boxes. 

No. 1 Size, 1034 x 7 inches 
No. 2 Size, 8 x 6 inches 


ee a Ts eS 
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Progress Spinal Ice Bag 


(MEINECKE) Patent Numbers 680610 and 810784 


It is hand made, of the best quality maroon rub- 
ber and selected cloth insertion. The large opening 
allows it to be easily filled. It has a screw cap and an 
unlosable rubber washer. For use for the spine or 
throat. 


Each in a box—3 in a package. Size, 18 inches in length 


Progress Throat Ice Bags 


(MEINECKE) Patent Numbers 680610 and 810754 


This throat ice bag is an ideal shape for the throat, 
but is also suitable for application to forehead, ear, 
back of neck, and for other special uses. 


It is made of the best quality maroon rubber and 
selected cloth insertion, with screw cap and unlosable 
rubber washer. 

Each in a box—3 in a package 


The small size, 10 inches long, is for children’s use. 
The large size, 12 inches long, is for adults’ use. 


Army & Navy Combination Ice Bag & Helmet 


(MEINECKE) Patent Numbers 805371 and S1078+ 


Hand made, of best quality maroon rubber and 
selected cloth insertion, which adds longer life to the 
bag. It has a screw cap and unlosable washer. 


The opening is 1% inches wide, enabling the bag to So SEELMES 
be readily filled. The bag may be flattened out so as 
to form a regular round ice bag for use on any part 
of the body. 


When flattened out, it measures 12% inches in diam- 
eter, thus making an admirable ice bag for applica- 
tion to the abdomen. 


AS AN ICE BAG 


DEPENDABLE GOODS 
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Special Invalid Air Cushions 


Are hand made, of carefully selected fabric and the best 
quality maroon rubber. Soft and pliable, insuring 
maximum comfort. Each cushion is guaranteed against 
defects in material or manufacture. 


Each in a long box, rolled to prevent creasing 


DIAMETER 


No. 6—14 inches 
No. 10—18 inches 


No. 4—12 inches No. 8—16 inches 


Midget Invalid Air Cushion 


(MEINECKE) 


Made of best quality maroon rubber, for use between the knees 
and under the heels, the elbows, end of the spine, shoulder-blades, 
etc. Particularly useful in cases of tuberculosis or other wasting 
diseases where the bony parts of the body become very prominent 
and require protection to prevent chafing and bedsores. A prac- 
tical necessity for bed-ridden patients. Diameter, 54 inches. 


Each in a box 


Horseshoe Air Cushion 
With Washable Flannel Cover 


Patent Numbers 33543 and 33613 


Hand made, of the finest quality maroon rubber. Par- 
ticularly adapted as a perfect cushion for invalids and old 
folks. It is self-ventilating, and conforms to the shape of 
the body. The construction of the cushion prevents per- 
spiration and upward pressure and it is highly recom- 
mended by specialists for use in rectal or spinal troubles. 


Each in a box 


No. 1—Length, 16 inches 


White Rubber Sheeting 


COATED ON BOTH SIDES 


COATED ON ONE SIDE 


4-4—made from cloth 1 yard 4.4—made from cloth 1 yard 
wide. rides 

54—made fromcloth 14 yards 

wide. 


DEPENDABLE GOODS 


46 


ee Ll iain, 


= ee 


WHITALL TATUM CoO. DRUGGISTS’ SUNDRIES 


REGULAR 
Black Rubber 


“Tip Top”? Nippies 


Trade Mark Registered No. 126973 


Patented November 26, 1912. Also Patented in Canada and Great Britain 


a4 


REGULAR JUNIOR 
Amber Colored Rubber Amber Colored Rubber 


S shown in the illustrations, which are reproduced actual 
size, Tip Top Nippies are manufactured in two sizes. 


Each one has built into it the special patented tip, which is so 
constructed that it will not collapse. The strength and elas- 
ticity of the ball and tip cause the nipple to spring back into 
shape after being compressed so that the flow of milk is never 
cut off. 


They are packed two in a folding carton, insuring delivery 
of the nipples without exposure to infection, and this pack- 
ing will generally lead a customer to buy two instead of one. 


Regular Junior 
Black rubber, 2 in carton, Embodying all the qualities of 
20 in box the Tip Top, and by its small 
Black rubber, 2 in carton, ball and tip, adapted to the use of 


100 in box very young infants. 


Amber colored, 2 in carton, No.2 Black rubber, 2 in carton, 
20 in box 20 in box 


Amber colored, 2 in carton, Amber colored, 2 in carton, 
100 in box 20 in box 


Sold only in box lots Sold only in box lots 


No. 10 Nipple Brush 


For cleaning the inside of all 
kinds of nipples. 


12 in a package 


DEPENDABLE GOODS 
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Black Rubber 
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No. 2 Tip Top Nipple Shield 


A glass shield made with a neck like a bottle, over which our 
Junior Tip Top Nipple fits. All parts wide open for cleaning. We 
recommend this shield as the most sanitary and practical article 
of its kind. 


Each in a box—6 in a package 


Simplex Sanitary Breast Pump 


Patented June 30, 1914 


The glass is formed to fit the breast comfort- 
ably and gives the best results in use. The 
reservoir is easily kept clean, its position and 
shape being such that its interior can be 
reached by the finger. The red rubber bulb 
is firmly attached to the glass by a screw- 
thread. It can readily be removed for wash- 
ing. Designed for comfort and cleanliness. 


Each in a box 


No. 20 Barclay Breast Pump 
Patent Number 20585 
Red rubber bulb, which can be detached for 


cleaning. Glass reservoir formed to fit the 
breast comfortably. Easily cleaned. 


Each in a box 


Rubber Bulbs 


Single Neck Syringe Bulb, Red Rub- Barclay Breast Pump Bulb, Red 
Rubber. 


Simplex Breast Pump Bulb, Red 
Double Neck Syringe Bulb, Red Rubber. 
Rubber, without Connections. Pipette Bulb, Black Rubber. 


ber, without Connections. 
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No. 1 W. T. Co. 
Milk Sterilizer 


The outfit consists of a tray, boiler, cup 


; for reheating, twelve 6-ounce graduated 
: bottles, nine combination glass and rubber 
: stoppers, brush for cleaning bottles, and 
: 2-ounce handy funnel. Securely packed in 
; a corrugated fibre board box. 
Full directions printed in four languages 
are in each package 
Stoppers No, 3) W) PaGo: 
for Sterilizer Bottles Milk Sterilizer 
Rubber Stoppers noe perforated. Same as No. 1, but with 8-ounce graduated 
Soft Rubber Stoppers—perforated. bottl 
Glass Pegs. aa 
eo Pop, 
: 
ul : 
Lenox Bottle Brushes 
The Pivot and the Tuft are the Features 
Fine Bristles. Heavy, Stiff Handle. Strong and Durable. Tufted Ends 
By means of a pivot which attaches the body of the brush to the handle, the 
brush always presents a firm and complete surface to the inside of the bottle, 
and the tufted end reaches the smallest corners, thus assuring perfect 
cleanliness. 
No. 12. 12 inch—12 in a package (For nursing and other small bottles) 
No. 16. 16 inch—Large size, 6 in package (For pint, quart, and half-gallon bottles) 
No. 20. 20 inch—Extra large size, 6 in package (For | and 2 gallon bottles) 
No. 1 Wesley’s Bottle Brush Daisy Bottle Brush 
X } Pilin. <u . F 
— KR 
Z S Parent Number 703534 
SON 
. Ree, Length, 10 inches. Fine Bristles. Heavy Tinned 
Giinlampackes: Wire Handle. /2 in package 
No. 2 Magic Bottle Brush No. 20 Bottle Brush 
* a \ m f 
: 
| ANN 
| 6 in a package Regular Style—/2 in a package 
:) 
. DEPENDABLE GOODS 
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No. 40 


In the treatment of diseases of the nose and throat with light oils 
or aqueous preparations, these instruments will be found invaluable. 
The bulbs are of best quality rubber, elastic and durable. ‘The 
valve is seated in the neck, and cannot work loose. The curved 
liquid tube will take up the contents of the bottle almost to the last 
drop. 

No. 10. With metal throat tube. Continuous spray. Red rubber bulb 

and tubing. 


No. 25. With hard rubber throat tube of extra thickness and strength. 
Continuous spray. Red rubber bulb and tubing. 


No. 40. With nasal tube of metal. Continuous spray. Red rubber bulb. 


Each in box 


Acorn Atomizer 

For use with light oils or aqueous preparations 
Hard rubber screw plug fitting. Continuous 
spray. Red rubber bulb and tubing. 


The liquid tube is of extra thickness and 

strength, and is bent to reach corner of bottle. 
Each in box 

Harp Rupser Nasar Tip. For use in connec- 

tion with Acorn Atomizer. 


— ee 


No. 2 Atomizer Bulb Set 


Red rubber bulb of superior quality, 
complete with valves and 314 inches of 
red rubber tubing. 


Each in box 


Throat Brush oe QO 


Wire Hanp_e. /2 in package 


DEPENDABLE GOODS 
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TT Improved No. 1 
“-L.-» Nasal Douche Tin Reservoir 


With rubber tube and Nasal Douche 
glass nasal piece. Ca- =, 2 4 
pacity, 1 pint. Fitted with three feet of rub- 


ber tubing and French jet 
nasal piece. The reservoir, 
capacity, 34 pint, is of printed 
3 in package tin, lacquered inside. It 1s 
suspended by the lid, as shown 
in cut, and with lid closed 
forms a neat box in which the \\ 


fittings are packed. A_F 
3 in package 


Each in box 


No. 20 
All Glass Nasal Douche 


A convenient and thoroughly prac- 
tical instrument for the treatment 
of catarrhal affections. So con- 
structed as to permit the patient 
to have perfect control of the con- 
tents. 


Bulb Nasal Douche 
Red rubber bulb and hard rubber 


nasal piece. 
Approximate capacity, 1% ounces. 


Each in box. 12 in package 


=> 
< = 4 


a 


Each in box 


No. 1 Croup Kettle 


For administering moist vapor in the treatment of croup, and 
for use as a vaporizer. Lacquered tin. All seams double 
locked instead of soldered. 


The value of this indispensable article to families 
with young children has been many times proved. 
It is so constructed that the boiler can be replenished 
without removing the top or otherwise interfering 
with the treatment. The long tube conveys the 
vapor to the patient, while the lamp is at a distance 
sufficiently remote to prevent any danger. It is 
inexpensive, yet well made—simple, practical, and 
effective in operation, and, owing to its compact form, 
is readily portable. Complete with spirit lamp. 
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WHITALL TATUM CO. 


WITH FINGER REST 
AND SPRING 


25 MIN. AND 138 C. Cc, 


i DOUBLE SCALE GRADUATIONS 


1018 20 25 “ox 


_ This Patented Spring 
- Automatically holds Plunger 
b r at any point 


No. 25 


Adapter 
for 
Universal No. 27 and Prevents its Falling Out 
Screw Thread “‘Luer” Needles 


Needles with Slip Joint 


The above illustrations are actual size 


Luer Hypodermic Syringes 


Glass Barrel with Ground-in Glass Piston. No 
packing or washers. Can be easily and thoroughly 
sterilized. 


The glass is of extra tensile strength and well 
annealed. Each plunger is carefully ground to fit 
its own barrel and is not interchangeable. 


The needles are standard gauge, to slip on the 
syringe end, but with each complete Syringe Outfit 
we also furnish an Adapter, which permits using 
our regular Universal Screw Thread Needles. 


No. 1. In Leatherette Covered Box. Complete 
with two Luer Needles and Metal Adapter for 
Universal Screw Thread Needles. The box has a 
hinged top, and is neat and durable. 


No. 2. In Nickel-Plated Metal Case. Complete 
with two Luer Needles and Metal Adapter; also 
Two Tablet Vials with Rubber Stoppers. The 
case is made to protect the syringe from damage. 


Hypodermic Needles Luer Hypodermic Needles 


Ch’ 27. __ at 
No. 25 
25 ——<(] 


Steel Points. Slip Joint 


Steel Points. Universal Screw Thread o/h] only AP URLS GEOR 
Sold only 12 of a size on tin card. Fur No. 27. Fine. % inch needle. 
nished in two sizes No. 25. Medium. 54 inch needle. 
No. 27. Fine. ¥% inch needle. Unless otherwise specified, No. 25 needles 
No. 25. Medium. 54 inch needle. will be sent on orders. 


Above illustrations show exact size 


Urinometer 
Each in case, with jar 
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CLINICAL “THERMOMETERS 


Are self-registering, with an indestructible index. The stems ‘ 
are flattened, to prevent rolling. They are thoroughly sea- 
soned before graduation. This process enables us to avoid 
inaccuracies which would otherwise be likely to develop from 
the slight shrinkage which is unavoidable in newly made glass 
articles. % 
*h 


No. 360 W. T. Co. One Minute Clinical ‘Thenmomet 


(a a st ast eat lat i 68 het at Wt ta oat Wi i tr at ma 


SSD Gin awa pi 


w—> Marked with red arrows, to locate mercury column <# 
MAGNIFYING FRonT FAHRENHEIT SCALE ONLY 


4 inch, in Hard Rubber Case. Same, with Certificate of Variation (Schneider Tes 


No. 2 Barclay Clinical Thermometer 


RecIsTERS IN Two MINuTES 


(we eI 7 SLL LADD LEAS EEO 


MAGNIFYING FRONT FAHRENHEIT OR CENTIGRADE 


4 inch, in Hard Rubber Case. Same, with Certificate of Variation (Schneider Test). 


Whitaco Clinical Thermometer 


Macniryinc Front FAHRENHEIT SCALE 


Recrsters IN One MInuTE 


The special features of this Thermometer are: 
The Safety Bulb—will not break in the mouth. 
Broad, easy reading scales—figures above the point of “Normal” are in Red. 


Self-registering index, so constructed that the mercury column shakes 

down easily but holds securely, avoiding the dangerous retreater found in 

many thermometers. 

4 inch, each in Hard Rubber Case with safety clip and Certificate of Variation 
(Schneider Test). 
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Medicine Tumblers 


DRUGGISTS’ SUNDRIES 


In view of the considerable variation in size of teaspoons and tablespoons in 
general use, graduated medicine tumblers have come to be considered a 
necessity to promote accuracy in administering doses. 


No. 9. Pressed. Gradu- 
ated up to 2 tablespoons. 
They are packed 12 in a 
carton and in larger quanti- 
ties of 720 in an original 
package. 


Not sold in less than carton lots 
No. 16. Pressed. Graduated up to 2 
tablespoons. The only style with 1% tea- 
spoonful graduation. A distinctive 
shape, particularly designed to facilitate 
the accurate measurement of smaller 
doses. The glass is easily kept clean, as 


No. 35. Thin blown glass, 
white enameled lines and 
lettering. Graduated up to 
4 tablespoons. Packed 12 
in a carton. 


the bottom is rounded inside and there 
are no corners. Packed 12 in a carton. 


No. 10 W. T. Co. Simplex Feeding Cup White Porcelain 


Patent Number 860501 


< 


6 in package 

This practical form of sick feeder 
will be found of the greatest con- 
venience in administering liquid 
food to recumbent patients. Its 
shape allows the most nervous to 
control the flow, and prevents the 
spilling of the contents. Medicine 
or gruel tubes may be inserted 
through the spout if their use is 
desired. / 


No. 300 Sick Feeder 


White PorceLain 
Capacity, about 5 ounces. 6 ina package 


Medicine Tubes—Glass 


eo Feeding Tubes—Glass 


eee as ie 
BENT AND STRAIGHT ae —=— 
Sold only in packages of 12 Exrra Heavy, Bent 
8 inches long and 10 inches long. When ordering, be sure 
to specify length and whether you desire bent or straight. 


“ss 


Ta 


Sold only in packages of /2 
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Beauty Bathing Caps 


These attractive caps are made of the same 
high-quality rubber that is used in other 
Whitall Tatum dependable products. Easy 
to slip on, close fitting, and comfortable. 
Beauty Bathing Caps are made in two styles 
—the well-liked diving cap and the chin- 
strap style. 


The colors—gray, red, blue, green, white, black, 
marble, and varicgated—and the attractive de- 
signs should make these Beauty Bathing Caps a 
valuable addition to your stock of products. 


No. 1. Gray, diving cap. 

No. 2. Red, diving cap. 

No. 3. Blue, diving cap. 

No. 4. Green, diving cap. 
Red, helmet with chin strap. 
Blue, helmet with chin strap. 
Green, helmet with chin strap. 
White, helmet with chin strap. 
Black, helmet with chin strap. 
Marble, helmet with chin strap. 
Variegated, helmet with chin strap. 
White, diving cap. 


No. 2 Bath Spray 


The bath spray is sturdy and dependable, 
manufactured according to the usual Whitall 
Tatum Standards. Heavily nickeled spray 
attachment, three and one-half inches wide, 


with rubber ring for protection, insures a wide 
spread of water. Connection made to fit all 
faucets, with nickeled chain to keep in place. 


Length, 61 inches. 
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Bellevue Surgeons’ Gloves 


Made of pure gum; seamless and medium weight. 
Smooth and elastic, and preserving to a marked de- 
gree the delicate sense of touch which is so necessary 
to the surgeon in his work. 


Sizes: 6%, 7, 7%, 8 and 8% (each pair in an envelope). 


2) 


Home Rubber Gloves 


For household use. Red rubber, superior 
quality and workmanship. Substantially 
made to give good service. 


Sizes: 6%, 7, 7%, 8, 814, 9, 9%, 10 


Each pair in box. 


Bronx Rubber Gloves 


cs é 5 5 : f Aon 

For household use. Like the Home, but lighter in weight and Res he 
. . . . atte 

therefore not so serviceable. A practical article at a low price. 8” “e 


Each pair in box. Sizes: 644, 7, 7%, 8, 8%, 9, 9%, 10 


Acme Surgeons’ Gloves 


Light in weight, smooth and elastic. Particularly adapted to the delicate work of 
the Surgeon. 


Each pair in box. Sizes: 6%, 7, 7%, 8, 8%, 9, 9%, 10 


Reenforced 
Finger Cots 


Surgeons’ Tissue 
Finger Cots 
Madelotpure eum Made of pure.gum, 

; seamless, with tips 
heavily reinforced. 
Large, medium and 
small. 


Sold only in packages 
of 15, assorted sizes 


es 


Stomach Tubes 
Made of red rubber 


20 American Scale. 30 French 
Scale. 18 English Scale 


No. 1. Length, 5 feet. With 
funnel. No. 2. Length, 5 feet. 
With funnel and bulb. 
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Soft Rubber Catheters 


Solid Tip. Depressed Eye. Funnel End 


Nos. 10, 12, and 14, French Scale. 
Nos. 16, 18, 20, and 22, French Scale. 


French scale of diameters for catheters 


2 CS 20 2 2) 


In the following table the American and English numbers are given below the 
French numbers, with which they correspond approximately in diameter. 


French No. 10 12 14 16 18 20 29: 
American No. 7 8 10 11 12 14 15 
English No. 4 5 6 7 9 11 12 


Glass Catheters. Female 


Sold only in packages of 12, assorted sizes 


Rectal Tube Funnels 


Glass. Stems are ground off at an angle 


2 ounce. 4 ounce. 


Rectal Tubes 


Made of soft red rubber with hole at side and end. 
Length, about 20 inches 


Each in box 


No. 22. French Scale (15 American, or 13 No. 28. French Scale (19 American, or 17 
English Scale). Diameter, % inch. English Scale). Diameter, ' inch. 
No. 24. French Scale (16 American or 14 No. 30. French Scale (20 American, or 18 
English Scale). Diameter, % inch. English Scale). Diameter, 34 inch. 
No. 26. French Scale (17 American or 15 No. 32. French Scale (21 American, or 20 


English Scale). Diameter, 14 inch. English Scale). Diameter, % inch. 


Colon Tubes 


Made of soft red rubber with open end and one eye. Length 
about 30 inches. 

No. 28. French Scale (17 English Scale). Diameter, !!@ inch. 

No. 31. French Scale (19 English Scale). Diameter, '8@ inch. 

No. 34. French Scale (21 English Scale). Diameter, '@ inch. 
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SIMPLEX 
SANITARY 


Trade Mark 


WIRE HOLDER 


(Meinecke) Patent Number 869793 


PAPER CUP 


Paper Sputum Cup and Wire Holder 

This paper cup provides the most common-sense method of dealing 

with germ-spreading sputum. Use new cup and cover daily and 

burn with contents. 

The wide opening and absence of flanges allow free entrance of | 

sputum. The hinged cardboard cover automatically closes, keep- Gal 
¥ 


ing out flies and other insects. — . 
The cup is made of heavy manila waterproof paper, which, being re 
light in color, facilitates ready examination of sputum. It is fur- a 
nished folded into shape for immediate use, and is graduated. Pepi 
Cups with Covers. 10 in package. Wire Holders, each in box, 12 in WIRE HOLDER 


package. 


Cups are sold only in package lots 


Sterile Wooden Tongue Blades or Depressors 


Se) 
Length, 6 inches; width, 4{ inch 


The hard wood from which these blades are made is subjected 
to a boiling temperature for several hours before being cut. 
The blades have the edges rounded, are carefully polished, 
selected, and put up one dozen in a sealed package. These 
packages are then sterilized and packed in boxes of six. The 
blades are not touched after being sterilized. In boxes of 72 
blades (six packages of one dozen each). 


Not sold in less than box lots 


Rubber Grutch Tips 


Corrugated on the inside to 


Economy Pus Basins 


Kidney shaped, made in white grip the crutch firmly. 
enameled steel in 4 sizes No. 16. Diameter of hole, % inch. 


Extrasmall, 6 14x 3'%4 x 114 inches. No. 17. Diameter of hole, $ $ inch. 
Small, 8 x 334 x 114 inches. No. 18. Diameter of hole, 34 inch. 
Medium, 914 x 414 x 11% inches. No. 19. Diameter of hole, 7s inch. 
Large, 1034 x 5 x 24% inches. No. 20. Diameter of hole, 1 inch. 

No. 21. Diameter of hole, 14% 
inches. 
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Metnecxe Aseptic OPERATING Paps 


(Whitall Tatum Company, Proprietors) 


Without Crevice Easy to Clean 


Aseptic and Sanitary 


SECTIONAL VIEW - 
mi’ 
j Showing how the 
} Outlet Sleeve may be 
Turned Inside Out 


to be cleaned 


The Ideal Pad for 
OPEN STYLE CLOSED STYLE 


General Surgery and for 
ide in Three Sizes . No. 50 
Mase in Three Sine Obstetrical Purposes oath cee 


Patent numbers 762737, 775841, and 804730 


775841, and 804750 


These Aseptic Operating Pads have no crevice under the inflated portion. 
Every square inch of the pads may therefore be reached with a scrubbing- 
brush. This permits them to be kept aseptic. Every surgeon will appreciate 
this feature. They are all fitted with our Patented Valves, which are entirely 
covered by air-tight hard rubber caps. These caps prevent all injury to the 
valves while the pads are being sterilized in germicidal solutions. 


Widely Used 


Because of their aseptic features, they ae been adopted for use in hundreds of 
hospitals. Recommended by Dr. Howard A. Kelly as “ Practically a Perfect 
Pad.” 

Quality 
Heavily made of the best Maroon rubber. Will outwear any of the old style 
Kelly Pads, and are guaranteed for one year against manufacturing defects. 


No. 15. Open style. Perineal size, No. 24. Open style. Large operating 
about 15 inches wide. size, about 24 inches wide. 

No. 20. Open style. Standard operat- No. 50. Closed style. For obstetrical 
ing size, about 20 inches wide. practice or general operations. 


Inflating bulb supplied with each pad. Dimensions given above are the outside measurements 


Open Style up to the rim, forming a pocket to 
The dotted lines in illustration of open catch amnion, blood and placenta, 
style pad show how the drainage which ean be transported to the 


apron hangs when not hooked to- 
gether, the raised edges forming a 
gutter “and preventing “the fluid from 
running off at the sides. 


bath-room, weighed and inspected, 
without the use of any other vessel. 
Useful in hospital work for bed dress 
ings. The pad is about 22 inches 


Closed Style wide and 27 inches long (outside 
The closed style pad is made with a measurements). The outlet sleeve is 
(reversible) closed sleeve, which hooks 24 inches long and 74 inches wide. 
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PERFECTION Bevo @& DoucHEe PAN 


(MEINECKE) 


Patent numbers 651310 and 920463. Also patented in Great Britain 


WHITE ENAMELED STEEL WHITE PORCELAIN 


GRAY ENAMELED STEEL 


LL genuine Perfection Bed Pans are branded with a special trade 
mark which is registered in the U. S. Patent Office. 


They are specially adapted for use as acombined bed and douche pan, 
with an ample capacity. 


They are comfortable because they are shaped to fit the body and will 
cause no pressure against the spine. Without corners or crevices, the 
Perfection Bed and Douche Pans are easily emptied and cleaned. Made 
in three styles—white porcelain, gray enameled steel, and white 


enameled steel. 
White Porcelain 


No. | is standard size. No. 2 is small or child’s size. While No. 2 is child’s 
size, it is suitable for use as a bed pan for adults, but not as a douche pan. 


Gray Enameled Steel 


No. 3. Standard size only 


White Enameled Steel 


No. 4. Standard size only 


Please order by name and number 


DEESPEETN DEA BILSE GOODS 
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MEINECKE 
This sanitary bed pan is made of 


al white porcelain, in ashape like the 
>. French, with wedge end to slip 


DRUGGISTS’ SUNDRIES 


Sanitary Bed Pan 


U_S. Patent number 


\ : 967648. Alao Patented under patient; formed to fit the 
| ~ 1 da,G Srit- 
\ . ta aed eaten Bs body comfortably. It is easily 


emptied and cleaned. 


Because of the long Opening and 

wide open end, the “Cleaneasy”’ 
| is eminently suited for use as a 
’ bed pan and urinal combined; the 
doctor and nurse can have free ac- 
cess to the parts of the body while 
the patient is on the pan. Size, 
16% inches long. 


Handy 
Sanitary Bed Pan & Female 


(MEINECKE) 


The Handy Bed Pan is made of white por- 
celain in an improved shape, for use as 
a female urinal and small size bed pan. 
Because of its small size, it is easy to 
handle, empty, and clean. 


Total length, 121% inches. Width at cen- 
ter, 8 inches. Height of front, 1% inches. 
Height of back, 334 inches. Capacity, 
approximately 30 ounces. 


U.S. Foran pombe 
‘ 967638. Also Patented 
 seagugagticeson eerie — aise in Canada, Great Brit- 


ain, and Germany 


Packed 12 in crate or 36 in barrel 
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No. 100 
PHENIx Bev & DoucHE PAN 


White enameled steel ware. Standard size. 
Without corners or crevices. Substantially built 
and of ample capacity. 


Lenox Bed Pan No. 1 Bed Pan 


Patent Number 34042 


Wa 


Is made of good quality white I nae i; ; 
porcelain in an improved shape, S a < ate Bae oe white 
formed to fit the body comfortably. POR ais oe % inches long, with 
It is easily emptied and cleaned. spout. Wedge shaped, to enable it 


i A to slip easily under the patient. 
Sixteen inches long. Pp yu patient 
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Bep Pans 


No. 20 White Enameled No. 4 Metal Bed Pan 
Steel Bed Pan 


With Cover With Cover 


Best quality white enameled steel 
bed pan. Will give long and satis- 
factory service. Being enameled, 
it is sanitary. 


This bed pan is made of white 
metal. Light in weight. A useful, 
all-purpose bed pan. 


W. T. Co. Douche Pans 


Seamless Bottom 


Substantially made and thoroughly practical 
douche pans at very low prices. The enameled 
pan is, of course, the most sanitary and aseptic. 
The No. 10 metal pan, at the figure at which it is 
offered, is particularly attractive where a douche 
pan may be required only for temporary use. 


No. 7. White enameled steel ware. Approxi- 
mately 12 x 16 inches. 


No. 10. Metal. Approximately 12 x 16 inches. SEAMLESS BOTTOM 
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Perfection Male Urinal 


(MEINECKE) 


Patent Numbers 37300 and 805312 


Grass, PLain—Capacity, ONE QuarT 


Each in cardboard box 


Glass Urinals 


Witru Hanpb_Les 


Male, graduated. 


Male, plain. Ne t ra 

\ \ Lf RD, 

| ah Female, graduated. \ Y a 
\ Female, plain. . Yasir: 
\ : 1D on 

- A graduated glass urinal does \ GOS 

} away with the use of a separate Ven, > 
pemnepas graduate in keeping a record of Se Ti 
the amount of urine passed = 


during any given time. Glass; Female, Graduated 


Enameled 


Steel Ware Urinals 


WHITE 


Extra large capacity 
Male. 


Female. 


Soft Rubber Urinals 


1. Male. Day. 
2. Female. Day. 
vo. 3. Male. Day. 
5. Male. Day 


and night. French 
pattern. 
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Eye Baths 


Made in Flint 
Glass and Blue 


Glass. 


/2 in package. 


No. 1 Eye Pipette 


300 The glass point is carefully made of substantial tubing, 
Pye ieecane ONTO raen it blunt at end, without inner recess where foreign matter 
in less than package might collect, and absolutely smooth, so that the pipette 
lots. can be safely and confidently used by the most nervous 


patient. 


Acme Pipette 


Much preferred to the ordinary pipette on 
account of its long narrow tube, which can be 
inserted wellintoa bottle having small mouth. 
3ulbs of best quality black rubber. 


Tubes 3% inches long. Bent, straight or assorted 
Either 144 in box or 12 in box 
Sold only in box lots 


1546 inch Dark Smoke Glass, Nickel- 
Plated Steel Frame, Clamp Joint, 
Saddle Bridge, Riding Bow Temples. 
1 dozen in carton. 


N 64. 154 inch Dark Smoke Glass, White 
Metal Frame, Clamp Joint, Cable 
Riding Bow Temples. 
1 dozen in carton. 
N 64A. Sameas above, but AssorreD SMOKE. 
bY 2:5: Dark Shell Frames, with assorted 
colored glass. 
1 dozen on card. 
Y 50. Dark Shell Frames, with assorted 
shades of popular colors. 
1 dozen on card. 
75: Dark Shell Frames, “Skullgrip,” Ear- 
bows, preferred shades of glass. 
i 1 dozen on attractive display stand. 
Y 100. Morrtep Shell Frames, preferred 


shades of glass. 
1 dozen on beautifully colored dis- 
play stand with mirror. 


oT 


GOGGLES 


DEPENDABLE 


Sold only in package lots 
20 in a package or 
each in a box, 12 in a package 


Barclay Pipette 


Made to be sold at a lower price 
than the Acme pipette. They can be 
depended upon to give satisfactory 
service. 


Bent, straight or assorted 


Sold only in box lots of one gross 


Y 150. Morrtep Shell Frames with new 
high arch bridge, preferred shades of 
glass. 
1 dozen on beautifully colored dis- 
play stand with mirror. 


Y 200. For attachment to prescription spec- 
tacles. Assorted colors. Each in 


soft leather case. 


% dozen on beautifully colored 
artboard with mirror. 
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W. T. Co. Dropping Outfits 


This outfit provides a convenient method of dispensing 
medicaments when prescribed in the smaller doses. 


Amber glass bottle, fitted with selected extra long cork of 
superior quality, and an eye pipette of substantially made 
glass tubing, with blunt end, and of correct length to reach 
bottom of bottle. 


Each complete in box 


Vg ounce 36 in carton 
14 ounce 36 in carton 
V4 ounce 36 in carton 
1 ounce 24 in carton 
2 ounce 12in carton 


male 
Hes 
BO 
bats 
ae 


Eye Drops Bottles 


Amber glass bottle with rubber stopper and glass 
eye pipette, the stopper forming the bulb of the 
pipette. When not in use, the tube of the pipette, 
being contained in the bottle, is protected from dust 
and from the likelihood of contamination through 
use with extraneous medicaments. 


Each in an attractive box 

-6. 1% ounce 36 in package 
.7. &ounce 36 in package 
l ounce 36 in package 
2ounce 12 in package 

Without paper box 
Yy ounce 36 in carton 
¥% ounce 36 in carton 


l ounce 36 in carton 
2ounce 12 in carton 


DEESPSESNeDVA BLE GOODS 
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Handy Applicator Bottles 


H | i | 4 I 
| 
| 


| 
| ah fe y 


; No. 1 No. 40 
i All applicator bottles are uniform in color and in size and are made of the best quality 
glass by expert workmen. The stoppers are carefully fitted into the neck of the bottles, 
so that the contents can not be spilled. The rods or brushes are fitted into the 
stoppers. 
Firnr Grass Bottle, Fuinr Grass Bottle, Amper GiaAss Bottle, 
fitted with Rubber fitted with Rubber fitted with Rubber 
Stopper and Brush. Stopper and Sanitary Stopper and Sanitary 
Glass Rod. Glass Rod. 
Yi A } : ; 
No. 7 “A Cee Ea No. 30. 14 ounce. No. 31. 1% ounce. 

: SLOSS HN: DACKASS: 1 gross in package. 14 gross in package. 

; No. 2. ¥% ounce. No. 40. % ounce. No. 41. ™% ounce. 

; 1 gross in package. 1 gross in package. s gross in package. 

: No. 3. 1 ounce. No. 50. 1 ounce. No. 51. 1 ounce. 

. Y% gross in package. Y% gross in package. 4 gross in package. 

| Sold only in package lots Sold only in package lots Sold only in package lots 

\ 

Corn Cure Bottles 

; FLrint Grass Bottle, : Fiinr Grass Bottles, 

; with Glass Top and Rod == with corks fitted with 
made in one piece. The % Brushes or Glass Rods, 
cork is attached to the { for applying the medica- 
top by means of a screw nf ment. 

: thread. Were 5 

Sold only in package lots 

{ Sold only in package lots {Hh No. 12. With brush, 1% 

\ i , ounce. 


F 1 gross in package. 
No. 10. '% ounce. Ss ! = 


100 in package. : No. 15. With rod, 14 
ounce. 
1 gross in package. 
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W. T. Co. Economy Capsule 
Bottles 


Wirth Mera Caps Screwine Direcry on 
THE GLASS 
A handy container for dispensing prescriptions in 
Capsules or in Pill or Tablet form. Much preferred 
to paper boxes for dispensing glandular products. 


Furnished in four sizes. 


Cuts exact size 


No. 14 
For dispensing cither For dispensing cither For dispensing either For dispensing either 
12 No. 00 Capsules 12 No. 0 Capsules 15 No. 0 Capsules 18 No. 00 Capsules 
20 No. 0 Capsules 18 No. 1 Capsules 24 No. 1 Capsules 24 No. 0 Capsules 
30 No. 1 Capsules 18 No. 2 Capsules 24 No. 2 Capsules 36 No. 1 Capsules 
36 No. 2 Capsules 30 No. 3 Capsules 40 No. 3 Capsules 48 No. 2 Capsules 
50 No. 3 Capsules 36 No. 4 Capsules 48 No. 4 Capsules 60 No. 3 Capsules 
60 No. 4 Capsules 60 No. 5 Capsules 75 No. 5 Capsules 75 No. 4 Capsules 
100 No. 5 Capsules 125 No. 5 Capsules 
Sold only in package lots—100 in package 
No. 11. 14$x2inches. No.12. 14x24 inches. No. 13. 114%x3% inches. No. 14. 11% x 4 inches. 
Prices do not include Capsules 


The label, to prevent it becoming soiled through handling, may be placed inside of the bottle, without 
the application of paste. 

The use of the ECONOMY BOTTLE obviates the necessity of furnishing a new container when the 
prescription is to be refilled. 


Round Seamless Tin Boxes 


Flat, with Rounded Bottom. Sold only in Box Lots 
LACQUERED, WITH PAPER 

PLAIN LABELED Lip 
14 ounce. .....6 dozen in box Vy ounce 6 dozen in box 
¥% ounce... ...6 dozen in box 1% ounce 6 dozen in box 
1 ounce.. ...6 dozen in box 1 ounce. .....6 dozen in box 
2 ounce......6 dozen in box 2 ounce......6 dozen in box 
4 ounce......3 dozen in box 4 ounce 4 dozen in box 
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Screw-Neck Tube Vials 


With Metal Caps and Cork 
Washers. For Pills, Tab- 


S lets, etc., and for use in 
Sample Cases. 
q 


Put up in pasteboard boxes 
of 144 


oe 


S. 1 drachm 7x 2% inches 
S. 2drachm 78x3 inches 
S. 3 drachm 78 x 3% inches 
S. 4 drachm 7x4 inches 


78 x 2 inches 


x 5% inches 


ena 
S. 2 drachm 


S. 3 drachm 


78 x 3 inches 


Homeopathic Vials 


Fuinr Giass. SHortT OR LONG 


Sold only in packages of 
one gross 


% drachm 3 drachm 
1 drachm 4 drachm 
1% drachm 6 drachm 
2 drachm 8 drachm 


In ordering, please state the style 
desired, whether short or long 


- 


. 2 drachm 


L. 4 dr. L. 1 dr. S. 1 drachm 


\ 


W. T. Co. Card Perfume Bottles 


Furnished in packages containing one gross 
bottles and 150 superfine extra long corks. 


Sold only in package lots 


No. 1. 1% drachm long Homeopathic Vials, 
with Corks. 
No 114 drachm Blakes, with Corks. 


1 drachm French Squares, with Corks. 
2 drachm French Squares, with Corks. 
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degree of accuracy. 


out difficulty. 
The Phenix, Acme and Keystone Graduates are made to de/iver the quanti- 
ties indicated, and are standard at 20° C. (68° F.). 
In accordance with the revised edition of the Pharmacopeia and the speci- 
S. Government Bureau of Standards, all our Metric 
Graduates are marked in Cubic Centimeters (cc) instead of in Milliliters 
(ml), as formerly. 


fications of the U. 


120 minims 


2 ounces 


Pree EEN DABBLE GOODS 


GRADUATES 


Our Guarantee of Accuracy is Etched on Every Graduate 


DRUGGISTS’ SUNDRIES 


In all our graduating work the Liter of the National Bureau of Standards at 
Washington is taken as the unit of volume, in accordance with the require- 
ments of the Pharmacopeeia. 
With the aid of apparatus of our own device we are able to insure the highest 
In no case is mechanical division employed, but every 
line on each graduate is determined independently and with equal care 

Every graduate is carefully inspected after graduation. 


The principal lines on all graduates except the “Duplex” and sizes under 
ounce extend entirely around the glass, so that a level can be obtained with- 


Vy 


All readings are to be made at the bottom of the meniscus. 


Phenix Cone Graduates 


These Graduates are made in accordance 
with the specifications adopted by the 
United States Bureau of Standards, 
and may be lawfully used throughout 
the United States. They a/so meet the 
special requirements of the laws of New 
Hampshire, Massachusetts, Michigan, 
Pennsylvania, New Jersey, Indiana, Wis- 
consin, California, and New York City. 


U. S. Liquip OuncE 


To deliver To deliver 

4 ounces 5 ce 
8 ounces 10 ce 
16 ounces 15 ce 
32 ounces 30 ce 
60 cc 


Duplex Phenix Graduates 


Cone SHAPE 


Liquid Ounce Graduation on one side and Metric on the other 


To deliver 


60 minims Side 4 ounces 

120 minims 10 cc 8 ounces 250 cc 

% ounce 15 cc 16 ounces 500 ce 
1 ounce 30 cc 32 ounces 1000 cc 


60 cc 


70 


To deliver 


125 ce 


To deliver 


125 cc 
250 cc 
500 ce 


1000 ce 


WHITALL TATUM CO. 


Our guarantee of accuracy 
is etched on every graduate 


Phenix Cylindrical Graduates 
On Foor 


Particularly adapted for use where special accuracy of meas- 


urement is required. Their shape allows of minute gradua- 
tion, and facilitates exact reading. 


VU. S. Liquid Ounce Metric 


Je: To deliver To deliver To deliver eae 
Ss <> 1 ounce, in % drams 8 ounces, in 4 ounces 25 cc in 1 cc 250 cc in 5S5cc 
U.S. 2 ounces, in 4% drams 16 ounces, in %4 ounces 50 ce in 1 ce $00 cc in 5S ce 


Tau “4 ounces, in ldrams 32 ounces, in % ounces 100 ccin2cc 1000 cc in 10 ce 


‘Acme Graduates 


Made flat on bottom, without foot, lessening the 
liability of breakage and reducing the cost. 


U. S. Liquid Ounce Metric 
To deliver To deliver 

% ounce 15 ce 

1 ounce 30 ce 

2 ounces 60 cc 

4 ounces 120 ce 

8 ounces 250 cc 

16 ounces 500 ce 
32 ounces 1000 ce 


Acme U. s. Liquid Ounce Acme Metric 


Duplex Acme Graduates 


U.S. Liquid Ounce Graduation on one side and Metric on the other 
To deliver To deliver To deliver To deliver 
Younce, 15 cc 2ounces, 60 cc 8 ounces, 250 cc 32 ounces, 1000 ce 
lounce, 30 cc 4 ounces, 120 cc 16 ounces, 500 cc 


Keystone Graduates 


For those who require measures lower in price than the 
Phenix, but of equal accuracy. The lines are determined 
and engraved as in the Phenix. The figures and letters are 
raised and ground on the face, and are clear and distinct 
under all conditions. 


Is 
Rn 
i | 
Va Wh 


ws 


Our guarantee of accuracy 
é ¥ - 


nN We uorta 


is etched on every graduate 


U. S. Liquid Ounce 
To deliver To deliver 
Y% ounce 8 ounces 
= 1 ounce 16 ounces 
Pie ‘ 4 29 6 xe 
U.S. tition 2 ounces OJ- ounces 
4 ounces 


1 


DE PEN DA BLE GsO;O8DES 


Metric 
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FUNNELS 


CO 


\\ WV 
\W 


Ribbed Pressed 
Glass Funnels 


Steel Funnels 


White Enameled 


Hand-Made Glass 


¥ pint, 258 inches diameter 
Funnels M4 pint, 3% inches diameter 1% ounce, 3 inches diameter 
% pint, 414 inches diameter 3 ounce,3_ inches diameter 
1 ounce, 2. inches diameter 1 pint, 5% inches diameter 6 ounce,4 _ inches diameter 
f2 > ~ 
2 ounce, 24 inches diameter 1 quart, 7 _ inches diameter 10 ounce, 434 inches diameter 
14 pint, 3% inches diameter ¥% gallon, 8% inches diameter 16 ounce, 5% inches diameter 
/ ET) 725 > art See 
% pint, + _ inches diameter 1 gallon, 11 inches diameter 32 ounce,7 inches diameter 


Hard Rubber 


Straining Funnel Enameled Steel 


Made in two parts, so Measures )) 
that a paper or cloth White and seamless beso 4) 
strainer or filter may , | = 
be inserted in the body Duplex graduation i 
of the funnel. 
250 cc, 8 ounces wy 
4 ounce 500 cc, 16 ounces —— 
1000 cc, 32 ounces 


No. 2185 Funnels 


Long Stem RS 
No. 1 Handy Gr 3 


Bodies made uniformly at an angle of 60° 


and ground at top. Stems 6 inches long Funnel 
and straight, to facilitate rapid filtration. 


Glass—capacity, 2 ounces 


Diameter Diameter 
11% inches (4 cm.) 2% inches (6.5 cm.) LJ 
2 inches (5 cm.) 3. inches (7.5 cm.) 


Graduate Brushes 


8 inch No. 2. 11 inch 


DEPENDABLE GOODS 
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W. T. Co. White Filter Paper 


This paper has for years stood the test of use in many of 
the largest laboratories of the country and by the drug trade 
generally. It is unsurpassed in strength, uniformity of tex- 
ture, retention of fine precipitates and rapidity of filter- 
ing, and is thoroughly adapted for pharmaceutical work 
and general manufacturing purposes. Its percentage of ash 
is small, and it is suitable for all analytical purposes, except 
where an acid washed paper is required. 


Round. 100 Sheets in Pack 


Diameter Diameter Diameter 

3. inches ( 7% em.) 6 inches (15 em.) 15 inches (38 cm.) 
3% inches( 9 cm.) 7 inches (18 cm.) 18 inches (+5 cm.) 
4 inches (10 cm.) 8 inches (20 cm.) 20 inches (50 em.) 
41% inches (11 cm.) 10 inches (25 cm.) 24 inches (60 em.) 
5 inches (121% cm.) 13 inches (33 cm.) 


“2 


In Sheets, 19 x 19 Inches (48 x 48 Cm.) 


DEPENDABLE GOODS 
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Wedgwood Mortars and Pestles 


Acme Brand. Guaranteed Acid Proof 


No. 0000. 14 inches 2 ounces 
No. 00. inches 6 ounces 
Y inches 10 ounces 
63§ inches 26 ounces 
inches 56 ounces 
10 inches 6 pints 
1124 inches 10 pints 
14 inches 17 pints 


NOs 


No. 2 Wedgwood Pill Mortar 


Diameter, 534 inches. Contents, 18 ounces 


Pill Pestle—Wedgwood 


About 8 inches long, with wood handle and rounded end. 
Suitable for working pill mass in mortar. 


“Agate” Enameled Ware Glass Mortars & Pestles 
Evaporating Dishes 


No.1.  Sinch 10 ounce 
No. 2. 8 inch 1] quart 
No.3. Qinch % gallon 
No. 4. 12 inch 1 gallon 


2 ounce 
4 ounce 
8 ounce 
16 ounce 
32 ounce 


The capacities and measurements given on this page are approximate 


DEPENDABLE GOODS 


DRUGGISTS’ SUNDRIES 


Spatulas 


Steel. Patent Cocoa Handles—Riveted. ; : 
Length of Blade, 3 in., 4 in., 5 in., 6 in., Ebony Handles, with Short Stiff Steel 
Blades. Made in 2 sizes. peer 


8 in., 10 in. = TF Cae 


l #3} 
; 


Pill Spatulas 


~ 


Stainless Steel. Patent Cocoa Handles— 


Riveted. 
Length of Blade, 3 in., 4 in., 5 in., 6 in. 


With Three Rings 


Retort Stands 


Made of iron in two styles 


With Four Rings 


Rings for Retort Stands 


No. 1. 2 inch No.3 5 inch 
No. 2. 4 inch No. 4. 7 inch 


No. 1 
Bunsen Burner 


Made of brass on iron 

base, with stop to regu- 

late the admixture of 

Ir ____ air. The brass tip in- 

> ae side of tube can be ad- 

irs justed to regulate the 
| 


flow of gas. 


Screw 
Compressor 


a 


T 


Improved form, 
nickel-plated. 


Made of Japanned Iron. Height, 
9 inches 


No. 1. Ring 4% inches in diameter, 
also with Adjustable Lamp Bracket, as 
shown in cut. 

No. 2. Ring 6 inches in diameter. 


Glass Stirring Rods 


Ground flat on ends. Made in 3 
sizes 
8 inch. 10 inch. 12 inch 


Hard Rubber 
Stirring Rod 


Co 


10 inches in length, with broad, 
flat end. As impervious and easily 
cleaned as the glass rods, and not 
liable to be broken. 


Spring Pinch 
Cock—Mohtr’s 


Made of brass, 
nickel-plated. 


DEPENDABLE GOODS 


: Pe ene ae Cy 
4 inch blade. 334 inch“fijade"~ ~ 
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Test Tubes | Test Glasses 


3 x 38 inches 6 x 34 inches 
4x 1% inches 6x 1 inches 
5 x 58 inches 7 x 7% inches 
6 x 5% inches 8x 1 inches 


2 ounce 
4 ounce 
6 ounce 


Test Tube Brushes 


No. 1. On tinned wire. No. 2. On tinned wire, with 
sponge end. 


Portable 
Test Tube Rack 


Test Tube Rack When not in use, the feet fold 


under, thus reducing the space 
For 18 Tubes, with 8 pins for occupied by the rack to 
934 x 3x 1% inches. 


draining. 


Test Tube Holders 


No. 1. Wood, with wire spring. No. 2. Wire, spring brass, nickel-plated. 


Phenix Toilet Paper 


Superior Quality—Full Size—1000 Sheets to the Package 


Sold in single packages and also in a case of 100 packages 


DEPENDABLE GOODS 


WHITALL TATUM CoO. 


DRUGGISTS’ SUNDRIES 


PRESCRIPTION Corks 


Nos. 1 ro 6, 1000 1n A packaGe. Nos. 7 To 10, 500 1N A PACKAGE 


Seal 


Red Seal Brand 
Extra Long 


A specially selected brand of corks, of the highest standard and of 
extra length. Particularly adapted for use in prescription bottles. 
Put up in strong cardboard boxes which insure cleanliness, and in 
which the goods may be kept in stock. 


Nos-11'2;,35.4; 55105) Py Syigsr Lo 


Daisy Brand Prescription Corks 
Extra Long 


A special XXXX selection, superior to the commercial NXNXX grades. 
Put up in muslin bags, lined with paper to insure freedom from dust. 

INOS siliw25) 35145) 95) Os anos MLO 
Sold only in package lots 


XX Taper Vial Corks 


Nos. 1 ro 6, 1000 In a Bac. Nos. 7 AND over, 500 IN A BAG 
Wheels PA ola sy ORE fia tes WOK UI aes Nos. | to 6, assorted 


Sold only in bag lots 


Wire Cork Rings 


One gross in box 


3 sizes, either A, B, or C 


DEPENDABLE GOODS 
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W. T. Co. Aluminum Cork Tops 


“Red Seal” Corks fitted with Caps of Satin-finished Aluminum for 
use in Prescription Bottles. Nos. 2 to 6, 1000 in package. Nos. 
7 and 8, 500 in package. 


No. 2, with No. 2 Cork No. 6, with No. 6 Cork 
No. 3, with No. 3 Cork No. 7, with No. 7 Cork 
No. 4, with No. 4 Cork No. 8, with No. 8 Cork 


No. 5, with No. 5 Cork 


W. T. Co. Rubber Stoppers 


These stoppers are approximately of the same dimensions as the 
corresponding numbers of “Red Seal” and other Corks. They 
are of a light slate color, and of better quality than the White 
Rubber Stoppers usually sold, being of softer stock and not so 
liable to become hardened with age. 


Nos. 1, 2, 3, 4, 5, 6, 7) 8, 9, 10 


Metal Sprinkle Tops 


Complete with Corks. 144 in package 


No. 4. Screw Cap. For Liquids. 
No. 102. Crown. For Liquids. Nickel-plated. 


In ordering, please specify wh eher sprinkle 
tops are to be furnished with No. 3, 4, or 5 
Corks. 


Acme Prescription Books 


These books are thoroughly substantial. The back con- 
sists of a solid piece of Canada whitewood and always 
retains its proper shape. The leaves are of heavy 
manila paper, fastened between thin wood strips, which 
are firmly secured to the solid wood back. Bound in 
stout canvas, top and bottom edges trimmed with 
strips of Russian leather ornamented with gold lines. 


Furnished in three sizes 
No. 20. 1034 x 16 inches, 350 pages 


No. 30. 13 x 18 inches, 350 pages 
No. 40. 1034 x 12 inches, 350 pages 


DEPENDABLE GOODS 


WHITALL TATUM CO. 


No. 3 W. T. Co. Suppository Machine 


Compact and simple in construction, 
easily and quickly operated. Will 
make solid and smooth suppositories. 
The use of this machine does away 
with the old method of melting the 
ingredients. After thorough mixing, 
the mass is placed in the cylinder, and 
a few turns of the wheel deliver sup- 
positories formed by cold compression. 


Each machine is furnished with a set 
of moulds for three sizes—15 grain, 
30 grain, and Vaginal. 


The moulds are of brass, and are 
screwed into the end of the cylinder. 
They can be easily and rapidly in- 
serted or removed. 


Suppository Moulds 


Brass 


Size of Suppositories 


No. 3, REcrat Diameter Length 
For 6, with hinge zis inch 13 inch 


No. 4, REcerat 
For 12, with hinge...y% inch - } inch 


Pill Machine 


With brass plates and_ sides, side 
rollers, and walnut rolling board. 


No. 5, to make 24 five-grain pills. 


<9 wNo.3i= 
RENIN ISS 


Patent Numbers 26293 and 


Plate Glass 
Pill Tiles 


These tiles are grad- 

uated with scale en- 

graved on under side, 

to be read through the 

glass. Half of the sur- 

face slightly roughened, to hold pill mass 
while rolling. Perfectly level and entirely 
impervious to grease. 

Made in 3 sizes 


8x10 inches. 10x 12inches. 12x 12 inches 


No. 10 W. T. Co. 
Tablet Mould 


Hard rubber, for making 50  one-grain 
Triturate Tablets. The druggist who is 
often called upon to furnish physicians with 
Triturate Tablets will find this little article 
invaluable. The rapidity with which it 
can be operated makes it a time and labor 
saver, and its use obviates the necessity of 
carrying a large line of Tablet Triturates for 
many of which the demand is infrequent. 


DEPENDABLE GOODS 
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CLOSED 


Puenrx Dispensinc TANK 


With Detachable Tray 


This dispensing tank is used for handling heavy oils, 
etc., in a cleanly and convenient manner. Bottles 
are filled directly from the pump spout, and all drip 
returns to tank. ‘The cover is hinged, and fits snugly, 
excluding all dust. ‘The tank is made of heavy 
sheet tin, handsomely decorated, and is built to give 
satisfaction in continual service. 
The Tray, being held in place by a spring catch, 
may easily be removed, allowing free access to the 
interior of the tank for thorough cleaning. 
Furnished unlettered, or lettered either O/eum Ricini, 
Glycerinum, or Turpentine. 

Capacity, 2 Gallons 


Complete with Pump or Pump only 
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